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‘A. H. A. CONVENTION SUPPLEMENT 


PROGRAM 


OF THE 


TWENTY-FIFTH ANNUAL CONFERENCE 
OF THE 


AMERICAN HOSPITAL ASSOCIATION 
Milwaukee, Wis., Oct. 29-Nov. 2, 1923 


MONDAY AFTERNOON, OCTOBER 29 


Opening General Session: President Bacon, presiding. 

2:30 p. m—Invocation: Rev. Maurice F. Griffin, trustee, 
American Hospital Association, Youngstown, O. 

Address of Welcome: Mayor Daniel W. Hoan. 

Response: E. S. Gilmore, superintendent, Wesley Memorial 
Hospital, Chicago. 

Address of president: Asa S. Bacon. 

Report of trustees: Daniel D. Test, superintendent, Penn- 
sylvania Hospital, Philadelphia. 

P. Report of treasurer: Dr. Robert J. Wilson. 

Report of executive secretary: Dr. A. R. Warner. 

P, Report of membership committee: Rev. H. L. Fritschel, 
chairman. 

P. Third Report of committee on forms: A. C. Bachmeyer, 
M. D., chairman, 

Referred to the Administration Section Wednesday After- 
noon for further discussion and made a special order for 
2:30 p. m. 

P. Report of committee on relations between hospitals, 
states and cities: John E. Ransom, chairman. 

Referred to the Administration Section, Public Health and 
Community Relations Session for further discussion Thurs- 
day morning and made a special order for 9:30 a. m. 

P. Second report of committee on floors: F. E. Chapman, 
chairman. 

Referred to the Construction Section Tuesday afternoon for 
further discussion and made a special order for 2:30 p. m. 

P. Report of exposition committee on buildings, construc- 
tion, equipment and maintenance: Dr. S. S. Goldwater, chair- 
man, 
Referred to the Construction Tuesday afternoon for further 
discussion and made a special order for 3:30 p. m. 

4 p. m. to 8 p. m.,, study of exposition, 

P. Distributed in printed form. 


MONDAY EVENING, OCTOBER 29 


General Session on Hospital Standardization: Con- 
ducted by the American College of Surgeons, Dr. Frank- 
lin H. Martin, presiding. 

8 p. m—“The Relation of the American College of Sur- 
geons to Hospital Standardization,” Dr, Franklin H. Martin, 
director-general, American College of Surgeons, Chicago. 

“Fundamental Principles Underlying Hospital Standardiza- 
tion Movement,” Rev. C. B. Moulinier, S. J., president, Cath- 
olic Hospital Association, Milwaukee. ; 

“Hospital Standards,” Robert Jolly, superintendent, Baptist 
Hospital, Houston, Tex. 

“The Practical Application of the Minimum Standard,” Dr. 


M. T. MacEachern, president-elect, American Hospital Asso- 


ciation. Led by E. S. Gilmore and Dr. C. S. Woods, super- 


intendent, St. Luke’s Hospital, Cleveland, O. 


TUESDAY MORNING, OCTOBER 30 


General Session: President Bacon, presiding. 

9:30 a. m—P. Report of committee on canned fruit and 
vegetables: Guy J. Clark, chairman. 

Referred to the Dietetic Section Wednesday afternoon for 
further discussion and made a special order for 2:30 p. m. 

P. Second report of special committee on gauze renovation 
and standardized dressings: Dr. A. B. Denison, chairman. 

Referred to the Administration Section Wednesday after- 
pe for further discussion and made a special order for 

:00 p. m. 

P. Report of the intern committee: Dr. Nathaniel W. 
Faxon, chairman. 

Referred to the Administration Section Wednesday evening 
for further discussion and made a special order for 9 p. m. 

Report of committee on building codes: Charles F. Owsley, 
chairman. 
“Report of committee on training school budgets: Dr. George 
O’Hanlon, chairman. 

Report of nominating committee: Dr. George F. Stephens, 
chairman. 


Appointment of tellers by the president. 

P. Report of committee on foods and equipment far food 
service: Dr. F. R. Nuzun, chairman. 

Referred to the Dietetic Section Wednesday afternoon for 
further discussion and made a special order for 3 p. m. 

P. Report of committee on laundry equipment, supplies and 
linens: Dr. W. P. Morrill, chairman. 

Referred to the Administration Section Wednesday after- 
noon for further discussion and made a special order for 
3:30 p..m. 

P. Report of committee on clinical and scientific equipment 
and supplies: Dr. Henry Hedden, chairman. 

Referred to the Administration Section Wednesday evening 
for further discussion and made a special order for 8 p. m. 

P. Special report of sub-committee on X-ray departments 
and work: Louis R. Curtis, chairman. 

Referred to the Administration Section Wednesday evening 
for further discussion and made a special order for 8:15 p. m. 

P. Report of committee on general furnishings and sup- 
plies: Miss Margaret Rogers, chairman. 

Referred to the Administration Section Wednesday evening 
for further discussion and made a special order for 8:30 p. m. 

P. Report of out-patient committee: Dr. Alec N. Thomson, 
chairman. 

Referred to the Out-Patient Section Tuesday afternoon for 
further discussion and made a special order for 2:30 p. m. 

P. Report of committee on relation of hospitals to public 
health activities: Dr. Albert S. Hyman, chairman. 

Referred to the Administration Section, Public Health and 
Community Relations Session, Thursday morning for further 
discussion and made a special order for 10 a, m. 

P. Report of special committee on cleaning: Dr. C. W. 
Munger, chairman. 

Referred to the Administration Section Wednesday after- 
noon for further discussion and made a special order for 
3:45 p. m. 

P. Report of special committee on old age pensions: Dr. 
Robert J. Wilson, chairman. 

Referred to the Trustee Section for further discussion and 
made a special order for Wednesday evening at 8 p. m. 

11 a, m. to 2:30 p. m., study of Exposition. 


TUESDAY AFTERNOON, OCTOBER 30 


Hospital Construction Section: E. S. Gilmore, chairman; 
Oliver H. Bartine, secretary. 

2:30 p. m—P. Discussion of the second report of committee 
on floors: F. E. Chapman, chairman. ; 

Illustrated talk on hospital architecture:- John Holabird, 
architect, Chicago. 5 

3:30 p. m.—P.. Discussion of the report of exposition. com- 
mittee on buildings, construction, equipmentand maintenance: 
Dr. S. S. Goldwater, chairman. 

Discussion led by Perry W. Swern, architect, Chicago. 

Discussion of report of committee on building codes: 
Charles F. Owsley, chairman. 

4 to 8 p. m., study of Exposition. 

7:30 p. m. to 8 p. m., organ recital, 

Out-Patient Section: Dr. Alec N. Thomson, chairman; 
Dr. A. K. Haywood, secretary. 

2:30 p. m—P. Discussion of report of out-patient com- 
mittee: Dr. Alec N. Thomson, chairman. 

“Organization and Administration of a Dispensary,” Dr. 
George Hoyt. Bigelow, director, Cornell Clinic, New York. 

“Medical Relationships in a Dispensary,” Dr. A. B. Denison. 

4 to 8 p. m., study of Exposition. 


TUESDAY EVENING, OCTOBER 30 


General Session: President Bacon, presiding. 

p. m.—“How to Teach the Value of Supplies and Equip- 
ment to the Hospital Personnel,” Charles S. Pitcher, super- 
intendent, Presbyterian Hospital, Philadelphia. 

“The Responsibility of the Hospital in Connection with 
Public Health Activities,’ Dr: Herman Bundesen; comimis-* 


sioner of health, Chicago. 
“Should General Hospitals* Establish Departments -of 
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OU are invited to make Booth No. 1 your meeting- 

place at the Convention. It’s an easy number to remem- 
ber, so make appointments to meet your friends there; step 
in any time and rest from the round of sight seeing. Easy 
chairs and other conveniences are provided for your comfort. 
In fact, in Booth No. 1 nine-tenths of the space will be de- 
voted to a meeting- and resting-place for our friends, both 


YGIENICIVEADE 


Cotton and Gauze Products 


old and new, and our display of 


will be conspicuous by its almost absence. To 
those interested, we will of course, be glad to 
show samples of the finest cotton and gauze 
products we have ever made. 


You will likely be interested in knowing 
that this business was owned independently 


by the late John H. Flagler, whose death some 


months ago enriched the trust funds of several 


well known hospitals by over a million dollars. 
His passing also made necessary a reorganiza- 
tion which has only just been completed. 
This rearrangement of our Company affairs 
has brought us greatly increased resources, ad- 
vantageous trade connections and improved 
facilities, all of which assure even greater 
future satisfaction to users of Hygienic Made 
Products. 


HYGIENIC FIBRE COMPANY 


Absorbent Cotton and Gauze Products 


Executive Sales Office: 227 Fulton St., New York 


District Sales Offices: 


Philadelphia 
509 Otis Bldg. 


Atlanta, Ga. 
65 Forrest Ave. 


San Francisco 


Chicago 
760 Mission St. First Nat'l Bank Bldg. 
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Physiotherapy?” Dr. J. H. Kellogg, superintendent, Battle 
Creek Sanitarium, Battle Creek, Mich. 

“The Responsibility of the Hospital in Minor Operations,” 
Dr. W. L. Babcock. 

“The Hospital Library and Service Bureau,’ Miss Donalda 
R. Hamlin, director, Hospital Library and Service Bureau, 
Chicago. 

Report of the Delegates to the American Conference on 
Hospital Service, by Dr. S. S. Goldwater and Dr. A. R. 
Warner. 


WEDNESDAY MORNING, OCTOBER 31 


General Session: President Bacon, presiding. 

9:30 a. m—“Team Work Among Hospitals,’ W. J. Raddatz, 
president, Cleveland Hospital Council, Cleveland, O. 

“Hospital Insurance,” Frank G. Watson, Chicago. 

Report of the representative of the American Hospital Asso- 
ciation at the 800th Anniversary of St. Bartholomew’s Hos- 
pital, London, by Dr. S. S. Goldwater. 

“Woman’s Work in Hospitals,” Mrs. Perkins B. Bass, presi- 
dent, Woman’s Auxiliary Board, Presbyterian Hospital, 
Chicago, 

P. Report of special committee on old age pensions: Dr. 
Robert J. Wilson. 

Referred to the Trustee Section and made a special order 
for 8 p. m. 

11 a. m. to 2:30 p. m., study of Exposition. 


WEDNESDAY AFTERNOON, OCTOBER 31 


Administration Section: T. K. Gruber, chairman, super- 
intendent, Receiving Hospital, Detroit, Mich.; Dr. Ray- 
mond G. Laub, medical superintendent, Greenpoint Hos- 
pital, Brooklyn, secretary. 

2:30 p. m—P. Discussion of the third report of com- 
mittee on forms: Dr. A. C. Bachmeyer, chairman. 

Discussion opened by G. W. Curtis, superintendent, Cot- 
tage Hospital, Santa Barbara, Calif. 

3 p. m—P. Discussion of report of special committee on 
gauze renovation and standardized dressings: Dr. A. B. 
Denison, chairman. 

3:30 p. m—P. Discussion of report of committee on 
laundry equipment, supplies and linens: Dr. W. P. Mor- 
rill, chairman. 

3:45 p. m—P. Discussion of report of committee on clean- 
ing: Dr. C. W. Munger, chairman. 

4 p.m. to 8 p. m., study of Exposition. 

Dietetic Section: Miss Lulu C. Graves, supervising dieti- 
tian Mount Sinai Hospital, New York, chairman; Miss 
Marion Peterson, administrative dietitian, Lakeside Hos- 
pital, Cleveland, secretary. 

2:30 p. m.—P. Discussion of report of committee on canned 
fruit and vegetables: Guy J. Clark, chairman. 

3 p. m.—P. Discussion of report of committee on foods and 
equipment for food service: Dr, F. R. Nuzum, chairman. 

3:30 p. m.—‘‘A Consideration of Diets for Patients Re- 
ceiving Insulin,” Dr. S, Franklin Adams, Mayo Clinic, Roch- 
ester, Minn. 

3:45 p. m.—‘‘Adapting Diets to Individuals,’ Miss Bertha 
M. Wood, East Northfield Seminary, East Northfield, Mass. 

4p. m. to 8 p. m, study of Exposition, 


WEDNESDAY EVENING, OCTOBER 31 


Trustee Section: Alfred C. Meyer, president, Michael 
Reese Hospital, Chicago, chairman. 

8 p. m—P. Discussion of report of special committee on 
old age pensions: Dr. Robert J. Wilson, chairman. 

9 p. m.—“Benefits and Disadvantages of Endowments for 
Hospitals,” Edwin R. Embree, secretary, Rockefeller Foun- 
dation, New York. 

Digest of opinions of hospital presidents and directors of 
community federations, on the handling of endowment funds: 
Alfred C. Meyer. 

_Discussion led by W. D. Clark, assistant to comptroller, 
University of California, San Francisco. _ 

Administration Section: Dr. T. K. Gruber, chairman; 
Dr. Raymond G. Laub, secretary. 

8 p. m.—P. Discussion of report of committee on clinical 
and scientific equipment and supplies: Dr. Henry Hedden, 
chairman. 

P. Discussion of special report of sub-committee on X-ray 
department work: Louis R. Curtis, chairman. 

8:30 p. m—P. Discussion of report of committee on general 
furnishings and supplies: Miss Margaret Rogers, chairman. 
9 p. m.—P. Discussion of report of intern committee: Dr. 
Nathaniel W. Faxon, chairman. 

9:30 p. m. Discussion of report of committee on training 
school budgets: Dr. George O’Hanlon, chairman. 


A, H. A. CONVENTION SUPPLEMENT 


TUESDAY MORNING, NOVEMBER 1 


Nursing Section: Miss M. Helena McMillan, R. N., prin- 
cipal, school for nurses, Presbyterian Hospital, Chicago, 
chairman; Miss Ada Belle McCleary, superintendent, 
Evanston Hospital, Evanston, IIl., secretary. 

9:30 a. m—“Why Education? The Opportunities for 
Service Being Offered to the Graduate Nurse,” Miss Edna 
Foley, Visiting Nurse Association, Chicago. 

“Classification of Nursing Schools,” Miss Carolyn E. Gray, 
department of nursing education, College for Women, West- 
ern Reserve University, Cleveland, O 

“Hospital Group Nursing,” Sister M. Domitilla, educational 
director, St. Mary’s Hospital School for Nurses, Rochester, 
Minn, ; 

“Health of the 
Chicago. 

Administration Section: Public Health and Community 
Relations Session: Dr. T. K. Gruber, chairman; Dr. Ray- 
mond G. Laub, secretary. 

9:30 a. m.—Discussion of report of committee on relations 
between hospitals, states and cities: John E. Ransom, chair- 
man. 

10 a. m.—Discussion of report of committee on relation of 
hospitals to public health activities: Dr. Albert S. Hyman, 
chairman. 

4 p. m. to 8 p. m., study of Exposition. 


THURSDAY AFTERNOON, NOVEMBER 1 


Social Service Section: Miss Tabitha Gerlach, Indiana 
University, Indianapolis, Ind., chairman; Miss Helen An- 
derson Young, director, social service division, St. Paul 
Medical Dispensary, St. Paul, Minn., secretary. 

2:30 p. m.—‘Practical Social Service,” Mrs. Gertrude Howe 
Britton, superintendent, Central Free Dispensary, Chicago. 

“The Development of Psychiatric Social Service,” Miss 
Mildred Scoville, executive secretary, division of prevention 
of delinquency, National Committee for Mental Hygiene, 
New York. 

4 p. m. to 8 p. m., study of Exposition. 

Small Hospital Section: Miss Bertha W. Allen, super- 
intendent, Newton Hospital, Newton Lower Falls, Mass., 
chairman; Miss Rose Z. Van Vort, superintendent, Stuart 
Circle Hospital, Richmond, Va., secretary. 

2:30 p. m—‘Needs of the Small Hospital,’ Miss Mary 
Gladwin, Akron, 

Discussion: Miss Mary E. Surbray, Warren, O. 

“Community Work for Small Hospitals,” Miss Mary A. 
Baker, Putnam Memorial Hospital, Bennington, Vt. 

Discussion: Miss Amy Beers, superintendent, Jefferson 
County Hospital, Fairfield, Ia. 

“What Constitutes Good Service to the Patients?” Miss 
Minnie Goodnow, R. N., superintendent, Children’s Hospital, 
Washington, D. C. 

Discussion: Miss Marietta D. Barnaby, superintendent, 
Henry Heywood Memorial Hospital, Gardner, Mass. 

“Visiting Hospitals in Europe,” Miss Margaret Cumming, 
superintendent, Buhl Hospital, Sharon, Pa. 

Round table: 4 p. m. to 8 p. m., study of Exposition. 


THURSDAY EVENING, NOVEMBER 1 


General Session: President Bacon, presiding. 

8 p. m—“Religion in the Hospital,” Rev. Wilson E. Don- 
oldson, chaplain, Cook County Hospital, Chicago. 

“The Children’s Department of the Hospital,” Dr. H. M. 
Helmholz, Rochester, Minn. 

“What the Hospital Can Do for the Prevention and Relief 
of Heart Disease,’ Dr. James B. Herrick, president, Chicago 
Association for Prevention and Relief of Heart Disease, 
Chicago. : 

“Care of Tuberculous Patients in General Hospitals,” Dr. 
Myron W. Snell, supervisor, Tuberculosis Sanitarium, Sol- 
diers’ Home, Milwaukee, Wis. 

“Hospital Dentistry,’ Dr. Frederick B. Moorhead, dean, 
dental department, Illinois University, Chicago. 


FRIDAY MORNING, NOVEMBER 2 


General Session: President Bacon, presiding. 

9:30 a. m—“‘The Heart of the Hospital,” Sister Rose 
gr superintendent, Good Samaritan Hospital, Cincin- 
nati, O. 

“The Intern Problem from the Standpoint of Medical 
Education,” Dr. N. P. Colwell, secretary, Council on Medical 
Education and Hospitals, American Medical Association, 
Chicago. 

“Ethlyene Gas,” Dr. Arno Benedict Luckhardt, chairman, 


Student Nurse,” Dr. Carolyn Hedger, 
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AMERICAN Improvements 
Speed Up Sterilization 


Dressings are ready for use one or two minutes 
after steam is withdrawn from chamber 


Considerable time is saved in sterilizing dressings in the 
AMERICAN Dressing Sterilizer, by the partial vacuum that 
is created immediately after sterilization. The steam is rap- 
idly exhausted from the chamber; the sterile dressings are 
thoroughly dry and ready for use one or two minutes after 
steam is withdrawn from the chamber. 

The higher degree of vacuum created in the chamber 
before sterilization also speeds up the sterilizing action of 
the steam— and assures deeper and more thorough penetra- 
tion of the contents. 

Every improvement known to insure safe sterile dressings, bandages, 
etc., in less time, is embodied in the AMERICAN Dressing Sterilizer. 
These improvements are described in detail in our latest Bulletin— 
just off the press. You will also see photos of other AMERICAN Ster- 
ilizers, and Disinfectors. A copy will be gladly sent to you; write for 
Bulletin S-23. 


AMERICAN STERILIZER Co., Erie, Pa. 
Eastern Office: 200 Fifth Ave., New York City 


AMERICAN 
Sterilizers 


and Disinfector 


Operations controlled by one 
extension handle 


The entire operation of the 
AMERICAN Dressing Sterilizer is 
controlled by a single patented 
valve, with dial on the jacket rim. 
Four movements of the extension 
handle govern the necessary 
vacuum to Steam pressure to 
vacuum changes. 

When desired, AMERICAN Dress- 
ing Sterilizers are furnished with 
front control, complete with all 
the operating valves and connec- 
tions which are necessary for the 
front contro] feature, 











American Hospital Association 
Conference 


October 29 to November 3 
At Booths 177-8 


you will see the latest improvements in 
sterilizing equipment. 


” 


AMERICAN “pack-less 
valves, used on all 
American Sterilizers. 
Frequent repacking and 
troublesome leaks are 
eliminated. Steam. and 
water are confined in the 
valve body, and do pot 
come into contact with 
the valve stem. 
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Section on Pathology and Physiology, American Medical Asso- 
ciation, Chicago. 

“Nitrous Oxide Gas in Obstetrics,” Dr.‘C. Henry Davis, Mil- 
waukee, Wis. 

11 a. m. to 2:30 p. m., study of Exposition. 

FRIDAY AFTERNOON, NOVEMBER 2 

General Session and Business Meeting: President Bacon, 
presiding. 

2:30 p. m.—Report of election results by the tellers. 

Report of committee on resolutions: Richard P. Borden, 
chairman. 

Report of the committee on constitution and rules: Richard 
P. Borden, chairman. 

Report of special committee to draft resolutions: Dr. E. T. 
Olsen, chairman. 


A, H. A. CONVENTION SUPPLEMENT 


The new president takes the chair. 
Announcement of committee appointments. 
4 p. m. to 8 p. m., study of Exposition. 


FRIDAY EVENING, NOVEMBER 2 

a Forum and Banquet: President MacEachern, pre- 
siding 

7 p. m.—‘“The Conference as a Delegate Has Seen It,” 
Robert Jolly. 

“Criticisms and Suggestions for the Next Year’s Work 
of the Association by Members,” Dr. I. Clark Gary, super- 
intendent, People’s Hospital, Chicago; Alfred C. Meyer, Rev. 
H. L. Fritschel. 

Summarizing of important accomplishments of the twenty- 
fifth annual conference as the basis for future progress: by 
the new president. 

Closing business. 


Officers and Committees, American Hospital Association 


OFFICERS FOR 1922-23 
President—Asa S. Bacon, superintendent, 
'lospital, Chicago. 
President-Elect—Dr. M. T. MacEachern, associate director, 
\merican College of Surgeons. 
First Vice-President—Dr. A. K. Haywood, superintendent, 
Montreal General Hospital, Montreal, Quebec. 
Second Vice-President—Miss Charlotte A. Aikens, 138 
Parkhurst Place, Detroit, Mich. 
Third Vice-President—Dr. R. G. Brodrick, 
Alameda County Hospitals, San, Leandro, Calif. 
Treasurer—Dr. Robert J. Wilson, director of hospitals, De- 
partment of Health, New York City. 
Executive Secretary—Dr. A. R. Warner, 22 East Ontario 
Street, Chicago. (Office of the Association.) 
BOARD OF TRUSTEES 


Asa S. Bacon (1923). 

Dr. M. T. MacEachern (1924). 

Dr. Robert J. Wilson (1923). 

Rev. Maurice F. Griffin (1925), St. 
Youngstown, Ohio. 

Dr. A. C. Bachmeyer (1925), superintendent, 
General Hospital, Cincinnati, Ohio. 

Richard P. Borden (1924), trustee, Union Hospital, 
River, Mass. 

Daniel D. Test (1924), superintendent, Pennsylvania Hos- 
pital, Philadelphia. 

Miss Margaret Rogers (1923), 
Home Hospital, Lafayette, Ind. 

H. E. Webster (1923), superintendent, Royal Victoria Hos- 
pital, Montreal, Quebec. 


STANDING COMMITTEES 
CONSTITUTION AND RULES 
Richard P. Borden chairman. 
George S. Hoff, secretary, Lakeview Hospital, Danville, Ill. 
Dr. John M. Peters, superintendent, Rhode Island Hospital, 
Providence, R. I 


Presbyterian 


director, 


Edward’s Church, 
Cincinnati 


Fall 


superintendent, Lafayette 


NOMINATION 

Dr. George F. Stephens, chairman, general superintendent, 
Winnipeg General Hospital, Winnipeg, Manitoba. 

Dr. Charles S. Woods, superintendent, St. Luke’s Hospital, 
Cleveland, O. 

Dr. W. P. Morrill, superintendent, Shreveport Charity Hos- 
pital, Shreveport, La. 

Dr. Lewis A. Sexton, 
Hartford, Conn. 

C. J. Cummings, superintendent, Tacoma General Hospital, 
Tacoma, Wash. 


superintendent, Hartford Hospital, 


MEMBERSHIP 
Rev. H. L. Fritschel, chairman, director, Milwaukee Hos- 


pital, Milwaukee, Wis. 
Sister M. Geraldine, Euclid 
Cleveland, O. 


Rosemary Home, Village, 
OUT-PATIENT 

Dr. Alec N. Thomson (1923), chairman, medical secretary, 
Committee on Dispensary Development, 15 West 43rd St., 
New York City. 

Dr. A. K. Haywood (1924). 

Dr. Walter Niles (1925), dean, Cornell University Medical 
College, New York. 

RESOLUTION COMMITTEE 

Richard P. Borden, chairman. 

Dr. Henry K. Mohler, medical director, Jefferson Hospital, 
Philadelphia, Pa. 

C. J. Cummings. 


SPECIAL COMMITTEES 

GAUZE RENOVATION AND STANDARDIZATION DRESSINGS 

Dr. A. B. Denison, chairman, director, Lakeside Hospital, 
Cleveland, O. 

Miss Claribel A. Wheeler, superintendent of nurses, Mt. 
Sinai Hospital, Cleveland. 

Sister Cornelia and Sister Patricia, St. Vincent’s Charity 
Hospital, Cleveland, O. 

Sister Amadeus and Sister Agnes Therese, St. John’s Hos- 
pital, Cleveland, O. 

Guy J. Clark, purchasing agent, Cleveland Hospital Council, 
Cleveland, O. 

Dr. John D. Spelman, superintendent, Touro Infirmary, New 
Orleans, La. 

COMMITTEE ON ACCOUNTING AND RECORDS 

Dr. A. C. Bachmeyer, chairman. 

F. E. Chapman, director, Mt. Sinai Hospital, Cleveland, O. 

Dr. John F. Bresnahan, superintendent, Bridgeport Hos- 
pital, Bridgeport, Conn. 

COMMITTEE ON HOSPITAL FLOORING 

F. E. Chapman, chairman. 

Dr. Charles H. Young, superintendent, Hospital of the Good 
Shepherd, Syracuse, N. Y. 

C. F. Owsley, Cuyahoga Building, Cleveland, O. 

Dr. Thomas Howell, medical superintendent, Society of the 
New York Hospital, New York. 

J. W. McBurney, engineer of tests, 


Cleveland. 
COMMITTEE ON RELATIONS BETWEEN HOSPITALS, 


STATES AND CITIES 

John E. Ransom, chairman, superintendent, Michael Reese 
Dispensary, Chicago. 

Dr. Herman Smith, superintendent, Michael Reese Hospital, 
Chicago. 

J, J. Weber, editor Modern Hospital, Chicago. 

Dr. E. T. Olsen, superintendent, Englewood Hospital, 
Chicago. 

COMMITTEE ON GOVERNMENT SURPLUS SUPPLIES 

Dr. Winford H. Smith, chairman, director, Johns Hopkins 
Hospital, Baltimore, Md. 

Dr. Thomas Howell, superintendent, 
New York Hospital, New York. 

Dr. Joseph B. Howland, superintendent, Peter Bent Brigham 


Hospital, Boston, Mass. 
STANDARD SPECIFICATIONS OF CANNED GOODS 


Guy J. Clark, chairman. 
Harry Southmayd, assistant director, Mt. 


Cleveland. 
PUBLIC HEALTH COMMITTEE 
Dr. Albert S. Hyman, chairman, superintendent, Mt. Sinai 
Hospital, Philadelphia. 
Dr. Simon Tannenbaum, superintendent, Beth David Hos- 
pital, New York. 


Board of Education, 


The Society of the 


Sinai Hospital, 


INTERN COMMITTEE 

Dr. Nathaniel W. Faxon, chairman, superintendent, Strong 
Memorial Hospital, Rochester, N. Y. 

Dr. Rush E. Castelaw, superintendent, Christian Church 
Hospital, Kansas City, Mo. 

Dr. Mary R. Lewis, medical director, West Philadelphia 
Hospital for Women, Philadelphia. 


Dr. John M. Dodson, dean, Rush Medical College, Chicago. 
OLD AGE PENSION COMMITTEE 


Dr meee 7. Wilson, chairman. 
ST. BARTHOLOMEW’S 800th ANNIVERSARY, 


REPRESENTATION AT— 
Dr. S. S. Goldwater, chairman, director, Mount Sinai Hos- 
pital, New York. 
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HAHNEMANN Hospitat, PHILADELPHIA 


Users and high praisers of 
Todelo Ideal Food Conveyors 


The “Bacon Plan” hospital, 
the German Evangelical Dea- 
coness Hospital, of Chicago, 
uses Ideal Food Conveyors. 


MODEL 5B 


This is the type of 

Ideal Food Conveyor 
tot by Hahnemann Hos- 
pital, Philadelphia, Pa. 
The box is easily remov- 
able, chest handles on 
each side being provided. 
The chassis may be used 
for breakfast service or 
general trucking. 


Good meals make a 


hospital’s reputation 


ASTY food, always piping hot, will 

do more to make patients speak well 
of a hospital than any other service. If 
there are lukewarm meals, however good 
the food and nursing attention, there will 
be grumbling. 


The Toledo Ideal Food Conveyor de- 
livers food to every room and ward as 
hot as if the kitchen were in the room 
next door. It rolls along rapidly on 
noiseless wheels, carrying tempting meals 
to patient after patient—and the last 
meal is hot like the first. Happy smiles 
follow in the wake of such fine service! 


Hundreds of the largest hospitals are 





= 


, = 






































Za 


y 
“il 








wy | , ‘4 
nm 5 : 
ep 


now equipped with Ideals. It is an es- 
tablished success—the most effectual sys- 
tem that can be installed. Besides the 
satisfaction to patients, there is an im- 
portant saving of food that would other- 
wise chill and be thrown away. 


There is a size for every hospital 
requirement; and every model is 
staunchly and handsomely built and 
designed in the most practical way. 
For speed of service! For efficiency! 


All the particulars about Toledo Ideal 
Food Conveyors are given in a compact 
and informing way in the book we are 
glad to send hospital executives. May 
we mail you a copy? 


THE TOLEDO COOKER COMPANY 
Dept. T 6 Toledo, Ohio 


IOLEDO eal 


THE FOOD CONVEYOR THAT AVERTS COMPLAINTS 
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COMMITTEE ON CLEANING 

Dr. C. W. Munger, chairman, superintendent, Blodgett 
Memorial Hospital, Grand Rapids, Mich. 

Dr. D. L. Richardson, superintendent, 
Providence, R. I. 

H. E. Bishop, 
Sayre, Pa. 

Dr. Louis H. Burlingham, superintendent, Barnes Hospital, 
St. Louis, Mo. 

John A. Wylley, University of California Hospitals, San 
Francisco, Cal. 

Dr. Joseph B. Howland. 

Henry J. Southmayd. 

Walter Williams, Cincinnati, O. 

COMMITTEE ON SOCIABILITY 

Rev. H. L. Fritschel, chairman. 

Miss Dena Gronewald, R. N., superintendent, McPherson 
County Hospital, McPherson, Kans, 

G. M. Hanner, superintendent, Beth-el Hospital, Colorado 
Springs, Colo. 

Miss Sophie F. Steinhauer, R. N., superintendent, Speers 
Memorial Hospital, Dayton, Ky. 

Mrs, B. M. Hopper, superintendent of nurses, Matty Hersee 
Hospital, Meridian, Miss, 

Miss Grace P. Haskell, superintendent, Wentworth Hospital, 
Dover, N. H. 

Matthew O. Foley, managing editor, HospiraL MANAGE- 
MENT, Chicago. 

Ellen Stewart, R. N., superintendem, Theda Clark Memorial 
Hospital, Neenah, Wis, 

B. Sandridge, superintendent, 
Washington, D. C. 

I. W. J. McClain, superintendent, St. Luke’s Home and 
Hospital, Utica, N. Y. 

George W. Wilson, 
Erie, Pa. 

Miss Agnes W. Reid, R. N., 
Memorial Hospital, Madison, Wis. 

Miss Elizabeth B. Ross, superintendent, Victoria Hospital, 
London, Ont. 
COMMITTEE ON THE EDUCATION OF THE HOSPITAL 

EXECUTIVE 

Dr. F. A. Washburn, chairman, director, Massachusetts 
General Hospital, Boston, Mass. 

Dr. W. C. Rappleye, superintendent, New Haven Hospital, 
New Haven, Conn. 

Dr. Christopher G. Parnall, superintendent, University Hos- 
pital, Ann Arbor, Mich, 

SPECIAL COMMITTEE TO DRAFT RESOLUTIONS 

Dr. E. T. Olsen, chairman. 

Dr. Louis B. Baldwin, superintendent, University Hospital, 
Minneapolis, Minn. 

Dr. Joseph B. Howland. 


City Hospital, 


superintendent, Robert Packer Hospital, 


Emergency Hospital, 


superintendent, Hamot Hospital, 


superintendent, Bradley 
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COMMITTEE ON BUILDING CODES 

Charles F. Owsley, chairman. 

Dr. Charles A. Drew, superintendent, City Hospital, Wor- 
cester, Mass. 

Ae Lickerman, mechanical engineer, 19 S. La Salle St., 
Chicago. 

COMMITTEE ON TRAINING SCHOOL BUDGETS 

Dr. George O’Hanlon, chairman, superintendent, Bellevue 
and Allied Hospitals, New York. 

Frank S. Shaw, president, Presbyterian Hospital, Chicago. 


EXPOSITION COMMITTEES 
BUILDINGS—CONSTRUCTION, EQUIPMENT AND 
MAINTENANCE : 

Dr. S. S. Goldwater, chairman. 

Dr. John M. Peters. 

Dr. W. E. Woodbury, director, Fifth Avenue Hospital, New 
York. f ; ; 

F, E. Chapman. 

Dr. Christopher G. Parnall. 

Dr. R. G. Brodrick. 

Dr. Robert J. Wilson, 

H, E. Webster. 

Dr. J. B. Howland. 

Dr. Winford Smith. 

Dr. C. C. Burlingame, executive officer, Joint Administra- 
tive Board of Columbia University and Presbyterian Hospital, 
New York. 

GENERAL FURNISHINGS AND SUPPLIES 

Miss Margaret Rogers, chairman. 

Miss Mary L. Keith, superintendent, Rochester General Hos- 
pital, Rochester, N. Y. 

Miss Annette B. Cowles, superintendent, Children’s Free 
Hospital, Louisville, Ky. 

CLINICAL AND SCIENTIFIC EQUIPMENT AND SUPPLIES 

Dr. ‘Henry Hedden, chairman, superintendent, Methodist 
Hospital, Memphis, Tenn. 

Louis R. Curtiss, vice-president, St. 
Chicago. 

FOODS AND EQUIPMENT FOR FOOD SERVICE 

Dr. F. R. Nuzum, chairman, medical director, Santa Bar- 
bara Cottage Hospital, Santa Barbara, Calif. 

Dr. C. W. Munger. 

Miss Marion Peterson, administrative dietitian, Lakeside 
Hospital, Cleveland. 

C. T. Johnson, superintendent, Washington Boulevard Hos- 
pital, Chicago. 

Miss Alice Thatcher, superintendent, Christ Hospital, Cin- 
cinati. 


Luke’s Hospital, 


LAUNDRY EQUIPMENT AND SUPPLIES 
Dr. W. P. Morrill, chairman. 
Dr. George F. Stephens. 
Dr. David H. Fuller, general superintendent, 
Hospital and dispensaries, Fall River, Mass. 


Municipal 


Program of the Protestant Hospital Association 


SATURDAY, OCTOBER 27 


Pfister Hotel Auditorium: 

2 p. m., invocation, Rev. C. H. Beale, Grand Avenue Con- 
gregational Church, Milwaukee. 

Address of welcome, Dr. George C Ruhland. health com- 
missioner, Milwaukee. 

Response, Rev. James M. Long, superintendent, Baptist 
Hospital, Birmingham, Ala. 

President’s address, Dr. Charles S. Woods, superintendent, 
St. Luke’s Hospital, Cleveland. 

Executive secretary’s report, Rev. Frank C. English, Can- 
ton, O. 

“Some Economic Aspects of Hospital Service,” J. B. Frank- 
lin, superintendent, Baylor Hospital, Dallas, Tex. 

Discussion. 

“The Obligation of Church Hospitals to Student Nurses,” 
Miss Meta Pennock, editor The Trained Nurse, New York. 

“Hospital Administration,” Dr. James R, Alexander, super- 
intendent, Presbyterian Hospital, Charlotte, N. C. 

“The Interrelation of Denominational Hospitals,’ A. O. 
Fonkalsrud, superintendent, Trinity Hospital, Minot, N. D. 

4:30 p. m., round table, “Aspects of Hospital Administra- 
tion,” led by Dr. B. A. Wilkes, superintendent, Missouri Bap- 
tist Sanitarium, St. Louis. 

6:30 p. m., dinner for members and friends. 

8 p. m., in the hotel auditorium: 

Address, Dr. John Wesley Long, Wesley Long Hospital, 
Greensboro, N. C. 

Illustrated lecture, Dr. M. T. MacEachern, director of 


standardization, American College of Surgeons, and president- 
elect American Hospital Association. 
SUNDAY, OCTOBER 28 

Morning: Representatives of Protestant Hospital Associa- 
tion will speak from pulpits of Milwaukee. 

Afternoon: Group meetings for denominational hospital 
representatives. 

MONDAY, OCTOBER 29 

9 a. m., hotel auditorium: “Field Work for Hospitals,” 
Rev. S. E. Ewing, Missouri Baptist Sanitarium, St. Louis. 

Discussion, led by Dr. W. H. Jordan, Asbury Hospital, 
Minneapolis. 

“Relation of the Administration of the Hospital to Pa- 
tients,” E. S. Gilmore, superintendent, Wesley Memorial Hos- 
pital, Chicago. 

Discussion. 

“The Place of Social Service in Church Hospitals.” 

“Modern Conceptions of Hospital Construction.” 

“Place of Religious Instruction in the Curriculum of the 
Training School.” 

11 a. m., round table, Chairman C. S. Pitcher, superin- 
tendent, Presbyterian Hospital, Philadelphia; general subject, 
“Selecting and Instructing Hospital Personnel.” 

Reports of committees and election of officers. 
COMMITTEES OF PROTESTANT HOSPITAL ASSOCIATION 

Membership Committee—Rev. James M. Long, Rev. H. L. 
Fritschel, Dr. James R. Alexander, Presbyterian Hospital, 
Charlotte, N. C.; Rev. Thomas Hyde, Christ Hospital, Jersey 
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CONTROL 
DIRECT FLOW VALVES N,O NEEOLE 
OXYGEN HANDLE VALVE 


DiS NRE | / TE The Seeret of Success 


“SAFETY” MASK 
DIRECT FLOW 
N20 VALVE 


ce NG yee di - 
Sioa " a i Nitrous-Oxide — Ethylene 


e ey prose son Oxygen “i Oxygen 
a i? ANAESTHESIA 


The Dose 


Failures come from working in the dark 


THE SAFETY GAS-OXYGEN APPARATUS 
is the only apparatus with a visible 
dose and absolute control 


It is Safe — Simple — Efficient 


EXHALATION 
VALVE 





WATER DRAIN 


Safety Gas-Oxygen 
Apparatus 


WATER LEVEL 4-32 
will be shown in Space No. 74, American Hos- 
pital Association Convention at Milwaukee week 
of Oct. 22nd. The exhibit will be in charge of 
our Chief Anaesthetist who has given almost 
1000 anaesthesias with this apparatus using 
ETHYLENE-oxygen, and many thousands for 
every kind of operation using nitrous-oxide 
oxygen. You are invited to discuss your anaes- 
thetic problems with him. 








. . ° il Md ee 
This apparatus is in daily use for ‘uonanee The Visible Dose 
anaesthetics in hundreds of hospitals and doctors “A” Measirement of oxygen flow. 


offices for every kind of operation, not only in “B” Measurement Nitrous-Oxide flow. 


major surgical operations and obstetrics but in These water columns rise or fall as you 
vary the mixture. In plain sight during 


long tonsil cases where it is peculiarly valuable. the entire administration. 


Visit our convention display or write for complete information 


concerning Hospital, Office and Portable Models. 


Safety Anaesthesia Apparatus Concern 


1652 Ogden Avenue Chicago, II. 











October, 1923 


City, N. J.; “Rév. Newton E. Davis, Methodist Hospital 
Board, Chicago. 

Finance Committee—E. S. Gilmore, Rev. James H. Mo- 
horter, Christian Hospital Board, St. Louis, Mo. 

Publicity Committee—Ralph Welles Keeler, New York 
City; Rev. C. O. Pedersen, Norwegian Lutheran Hospital, 
Brooklyn; Dr. B. A. Wilkes, E. S. Gilmore, C. S. Pitcher, 
Miss Alice Thatcher, Christ Hospital, Cincinnati. 
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Executive Committee—Dr. Charles S. Woods, Rev. H. L. 
Fritschel, Dr. Simeon E. Josephi, Good Samaritan Hospital, 
Portland, Ore.; Dr. James R. Alexander, A. O. Fonkalsrud, 
Rev. James H. Mohorter, B. M. Spurfsarch deacon and super- 
intendent, Reynolds Hospital, Moundsville, W. Va.; Dr. B. A. 
Wilkes, Rev. C. O. Pedersen, Rev. J. H. Bauernfeind, Rev. 
Frank Clare English, Rev. James M. Long. 





Program, American Occupational Therapists’ Association 


TWESDAY, OCTOBER 30 


Milwaukee Auditorium, 
9:30 a. m.—Registration. 


10:30 a. m. to 12 m.—Reports of committees: 

1. Standing committees: (a) Installations and Advice, 
chairman, Miss Harriet A. Robeson, Boston, Mass.; (b) Re- 
search and Efficiency, chairman, Miss Idelle Kidder, Terre 
Haute, Ind.; (c) Teaching Methods, chairman, Miss Ruth 
Wigglesworth, Boston, Mass.; (d) Publicity and Publica- 
tions, chairman, Dr. Wm. R. Dunton, Jr., Towson, Md.; 
(e) Finance, chairman, Dr. Wm. L. Russell, White Plains, 
Ni 

2. Secretary-treasurer: Mrs. Eleanor Clarke Slagle, New 
York. 

3. Special committees: (a) Insignia, chairman, Miss Ruth 
Wigglesworth; (b) Education, chairman, Miss Susan John- 
son, New York. 

2:30 p. m.—Public opening, Milwaukee Auditorium: (a) 
invocation; (b) address of welcome. 

(c) President’s address: Thomas Bessell Kidner, New York. 

(d Co-operating Organizations: Brief addresses from rep- 
resentatives of the General Federation of Women’s Clubs, 
the Junior League, the state board of control, the Wisconsin 
Anti-Tuberculosis Association, the Wisconsin Industrial Acci- 
dent Commission, and others. 

(e) Report of special committee on forms and records: 
chairman, Dr. Hofatio M. Pollock, Albany, N. Y. 


8:15 p. m., Milwaukee-Downer College—Reception to mem- 
bers by the Wisconsin Occupational Therapy Association and 
the faculty of the Milwaukee-Downer Training School for 
Occupational Therapists. 


WEDNESDAY, OCTOBER 31 


9:30 a. m., Milwaukee Auditorium—Occupational Therapy 
and Vocational Rehabilitation: 

(a) The Relationship between Occupational Therapy and 
Vocational and Industrial Rehabilitation: Frederick G. Elton, 
New York, district director, bureau of rehabilitation, State 
Board of Education. 

(b) The Pre-Industrial Value of Occupational Therapy in 
Mental Hospitals. 


(c) Psychological Aspects of Pre-Industrial Work: Nor- 
man L. Burnette, Toronto. 

(d) The Vetcraft Shops of Canada. 

(e) State Activities. Graphic report by special committee: 
Miss Hilda Goodman, Milwaukee, chairman. 

(f) Work for Handicapped Children: Miss Jane A. Neil, 
Jessie Spaulding School, Chicago. 

2 p. m., National Military Home—Inspection of shops, class 
rooms and recreation quarters in the new tuberculosis hos- 
pital unit. 

7:10 p. m., Milwaukee Athletic Club—Annual association 
banquet. 


THURSDAY, NOVEMBER 1 


9:30 a. m., Milwaukee Auditorium—Occupational Therapy 
in Various Diseases and Injuries: (a) General medical cases; 
(b) orthopedic and surgical cases, Dr. John D. Adams, 
Boston, Mass.; (c) tuberculosis, Dr. Glenford L. Bellis, Muir- 
dale Sanatorium, Wauwatosa, Wis.; (d) industrial accidents, 
C. J. Elsasser, The French and Early Institution for Indus- 
trial Injury Service, Los Angeles, Calif.; Mrs. Grace Pebbles, 
Vocational Society for Shut-Ins, Chicago. 

11:15 a. m—Business session: (a) Changes in constitution, 
(b) election of officers, (c) other business. 

1 p. m.—Special luncheon at Muirdale Sanatorium, county 
hospitals group, Wauwatosa. During the luncheon, three- 
minute talks on notable points of progress and encouragement 
in the various states will be given by members. 

2:30 p. m.—Inspection of shops at Muirdale Sanatorium and 
the County Hospital for Mental Diseases. 

3:30 p. m.—Round table discussions on methods, etc: 

(a) In general hospitals, chairman, Miss Elsie Hassenstein, 
Cook County Hospital, Chicago. 

(b) In tuberculosis hospitals and sanatoria, chairman, Mrs. 
Gertrude Sample, Veterans’ Bureau Hospital, Oteen, N. C. 

(c) In hospitals for mental and nervous diseases. 

(d) In work for the home-bound. 

(e) The problem of organizing 
“shut-ins,” 


occupations among 





Social Workers’ Program 


WEDNESDAY, OCTOBER 31 


Meeting Hall No. 2. 
11 a. m. to 12:30 p. m.—Business meeting. 


“The Social Service Exchange and Its Relation to Hospital 
Social Service,” Mrs, Leonora Morse Rosing, general secre- 
tary, Central Council of Social Agencies, Milwaukee. 


2:30 p. m. to 4 p. m.—Round tables. 


THURSDAY, NOVEMBER 1 


Meeting Hall No. 2. 
11 a. m to 12:30 p m—Round tables, 


(Program Continued 


2:30 p. m. to 4 p. m.—Social service, section of American 
Hospital Association: Miss Talitha Gerlach, chairman. See 
A. H. A. program for papers. 


FRIDAY, NOVEMBER 2 


10:30 a. m. to 12 noon—Round tables. 


12:30 p. m—Luncheon, The College Club. 

“Observations in Europe,” Miss Ida Cannon, director social 
service department, Massachusetts General Hospital, Boston, 

2:30 p. m. to 4 p. m—Round Tables. 

Definite time for joint meeting with Dietetics Association 
to be announced later. 
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MULTI-PLANE HYDRAULIC OPERATING TABLE 


Designed by Murphy—Betzsco Built 


Superior in Design, Structure, Appearance and Operation 





The Betzco Multi-Plane Hydraulic Table is 
correctly designed for modern hospital use. 
Thoroughly practical and smooth working, it is 
well adapted to all operative work. Smooth fit- 
ting parts allow the mechanism for raising, turn- 
ing and tilting to operate easily, responding to 
the slightest touch. 

The design is such as to allow the table top to 
be instantly elevated, lowered, rotated or tilted. 
Plane control by two semi-circular gears allows 
the top to be adjusted cuickly to any desired posi- 
tion, including Trendelenberg, reverse Trendelen- 
berg, horizontal, Gynecological, etc., etc. It can 
be rotated, raised or lowered while tilted, slanted 
or inclined, a distinct advantage peculiar to this 
table. 

Equipment includes special head-rest, which is 
removable and adjustable; special designed ad- 
justable shoulder crutches; Bierhoff adjustable 
crutches and leg holders; adjustable stirrups; 


adjustable and removable kidney elevator, which 
drops below the body for bandaging; arm rest; 
etherizing screens; removable and adjustable 
— All heavily nickeled and highly pol- 
ished. 


Top of highest grade pure white porcelain, 
comes in five sections which are easily removable 
for cleaning. Heavy cast pedestal is mounted on 
substantial smooth rolling casters. Grip-tight 
floor brakes supplied on two legs. These may 
also be used for leveling. 


Table top is 20 inches wide and 75 inches long. 
Its lowest position is 34 inches from the floor and 
its highest position 43 inches. The hydraulic 
pedestal is 36 inches long and 20 inches wide. 


Table frame finished in smooth white Betzco 
enamel, baked on. Tilting wheel, lateral wheel, 
raising lever, lowering lever, revolving lock, gear 
housing and trimmings are heavily nickel plated. 


See It At Our Convention Exhibit 


NEW YORK 
6-8 W. 48th St. 


FRANK S. BETZ COMPANY 


HAMMOND, IND. 


CHICAGO 
30 E. Randolph St. 
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Some of the Hospitals to See in Chicago and Milwaukee 


Hospital superintendents of Milwaukee and Chicago join in 
inviting visitors to the Silver Jubilee Convention to inspect 
their institutions. 

The following list of hospitals of the two cities contains 
some of the attractions for convention visitors, and directions 
for reaching the hospitals. Other institutions will be glad to 
welcome out-of-town people and explain the work of any de- 
partment or show equipment, building, etc. 


Milwaukee Hospitals 
ASYLUM FOR MENTALLY DISEASED 
Watertown Plank Road. Take Wells-Wauwatosa car to 
the end. Bed capacity, 879. Superintendent, Dr. W. F. 
eons BLUE MOUND SANATORIUM 
Mound Road, Wauwatosa, Wis. Take Wells-Wau- 
Bed capacity. 82. Superintendent, 


Blue 
watosa car to the end. 
Dr. G. L. Bellis. 

Built on cottage plan. 

COLUMBIA HOSPITAL 

Hartford and Maryland Avenues. On Grand Avenue or 
Wisconsin Street take any eastbound bus marked “Edge- 
wood.” Bed capacity, 106, exclusive of nursery. Superin- 
tendent, Dr. William E. Kiley. Superintendent of nurses, 
Shirley C. Titus. 

Has new annex containing private rooms, three-bed wards, 
X-ray department, and laboratories. 

EVANGELICAL DEACONESS HOSPITAL 

1807-1827 Grand Avenue. Take Wells Street car or bus. 
Bed capacity, 75. Superintendent, Rev. Bruno Howe. Super- 
intendent of nurses, Miss Lydia Reich, R. N. 

Recently enlarged maternity department of 21 beds. 

HANOVER HOSPITAL 

Madison and Hanover Streets. Take any Third Street car 
eoing south and Madison and walk one block west. Bed 
capacity, 60. Superintendent, Dr. O. A. Strauss. Superin- 
tendent of nurses, Miss I. Grimm. 

240,000-volt X-ray machine. 
HOSPITAL FOR MENTAL DISEASES 

Watertown Plank Road. Take Wells-Wauwatosa car to 
the end. Bed capacity, 767. Superintendent, Dr. A. F. 
Young. 

Receiving unit recently completed, modern methods of 
treatment (hydro-electro-therapeutic). 

JOHNSTON EMERGENCY HOSPITAL 

320 Sycamore Street. Within walking distance of the 
downtown section. 

Since September 1, 1923, is using student nurses from the 
central school of nursing. They are on eight hour service 
and receive valuable experience in handling emergency cases. 
The Psychopathic Ward might be of interest to many. The 
social service worker, Miss Wolf, will be pleased to answer 
questions. 

MILWAUKEE CHILDREN’S HOSPITAL 

1700 Grand Avenue. Take bus or Wells Street cars. Bed 
capacity, 100. Superintendent, Miss B. M. Henderson. Super- 
intendent of nurses, Miss Grace TeBrake, R. N. 

New building just completed. X-ray, milk 
heliotherapy. 

MILWAUKEE COUNTY DISPENSARY 

Fifth Street and Grand Avenue. Superintendent, Dr. John 
P. Koehler. 


laboratory, 


MILWAUKEE COUNTY HOSPITAL 
Watertown Plank Road. Take Wells-Wauwatosa car to 
the end. Bed capacity, 325. Superintendent, Dr. H. W. 
Sargeant. Superintendent of nurses, Mrs. A. Northam. | 
Features that may interest visitors: laboratory, training 
school. 
MILWAUKEE COUNTY INFIRMARY 
Watertown Plank Road. Take Wells-Wauwatosa car to 
the end. Bed capacity, 650. Superintendent, F. J. Oeflein. 


MILWAUKEE HOSPITAL, “THE PASSAVANT” 


State and Cedar from 21st to 23rd Streets. Take State or 
Wells car to 22nd Street. Bed capacity, 182. Superintendent, 
Rev. H. L. Fritschel, D. Superintendent of nurses, 
Deaconess Emma Lerch, R N. 

New nurses’ home nearly completed. Layton Home, sepa- 
rate department and building for incurables, 32 beds. Indi- 
rect light in controlled stages of intensity. X-ray department 
with high voltage deep therapy, with new safety device, de- 
viced by roentgenologist of Milwaukee Hospital. Layout of 
operating room department. 


MILWAUKEE INFANTS’ HOSPITAL 

477 Bradford Avenue. Take bus marked “Edgewood,” 
ride to Bradford Avenue, and walk one block west. Take 
Wells-Downer car to Bradford Avenue and walk two blocks 
west. Bed capacity, 50. Superintendent and superintendent 
of nurses, Marguerite D. Brown, R. N. 

Features that may interest visitors: 
milk laboratory; also ideal location. 

MILWAUKEE MATERNITY AND GENERAL HOSPITAL 

830 Sycamore Street. Take Grand Avenue car, get off at 
Eighth Street; walk one block south and one-half block west. 
Bed capacity, 95 (65 adult, 30 infant.) Superintendent, Miss 
Estelle A. Berg. Superintendent of nurses, Miss Olga Chris- 
tiansen. 

Has mothers’ institute and maternity center and school for 
mothers, prenatal clinics, postnatal clinics and infants’ clinics, 
mothers’ classes at 1:30 p. m., Fridays; lectures, etc.; prenatal 
and postnatal clinics Mondays, Wednesdays and Fridays, 
12:30 to 2 p. m.; infants’ clinics Fridays, 11 a. m. 

MOUNT SINAI HOSPITAL 

246 12th Street, corner 12th and Cedar Streets. One block 
south of 12th Street, and of State Street car, or one block 
north of Wells Street car. Bed capacity, 150. Superintendent, 
Miss Helen L. Wipperman. Superintendent of nurses, Miss 
Marian Rottman. 

In 1921 added 50 beds, enlarged the laboratory, X-ray, 
and operating rooms, and added a wing for the new nurses’ 
home. Features that may interest visitors: Occupational 
therapy department, obstetrical department and X-ray ultra- 
violet ray department. 

MUIRDALE SANATORIUM 

Wauwatosa, Wis. Wells Street car line marked Wauwa- 
tosa, bus from end of car line. Bed capacity, 350. Superin- 
tendent, G. L. Bellis, M. D. Superintendent of nurses, 
Elizabeth Leenhouts, R N. 

New dormitory for male employes; heliotherapy treat- 
ment for children, occupational therapy department; open air 
school in children’s cottage. 

NATIONAL SOLDIERS HOME 

National Home, Milwaukee County. Take West Allis car 
on Wells Street and National Avenue car on West Water 
Street. Bed capacity, 1,100. Surgeon, Myron W. Snell. 
Superintendent of nurses, Miss E. Lillian Isermann. 

New tuberculosis annex, 660 beds, costing $1,500,000. 

ROOSEVELT GENERAL HOSPITAL 

573 Cass Street. Take Wells-Downer car as far as Martin 
Street and walk two blocks east. Bed capacity, 55. Super- 
intendent, F. N. Sauer, M. D. Superintendent of nurses, 
Charlotte Benton, R. N., Edith Mitchell, R. N. 

Has two new wards for patients, addition to operating room, 
recreation hall for nurses. 

SOUTH VIEW MUNICIPAL HOSPITAL 

18th Avenue and Mitchell Street. Take 3rd and Burnham 
cars to 19th Avenue, south three blocks. Bed capacity, 216. 
Superintendent, Dr. Leopold Schiller. Superintendent of 
nurses, Mrs. Mary R. Duket, R. N. 

ST. JOSEPH’S HOSPITAL 

639 Fourth Street (Fourth and Reservoir Avenue). Take 
3rd Street car going north on Third, get off at Reservoir 
Avenue; walk one block west. Bed capacity, 140. Superin- 
tendent, Sister M. Ignatia. Superintendent of nurses, Sister 
M. Alberta, R. N. 

Has added teaching equipment for the training school. 

ST. MARY’S HOSPITAL 
Take Wells-Downer car going east. Bed 
Sister Dolores. Superinten- 


Training school and 


448 Lake Drive. 
capacity, 190. Superintendent, 
dent of nurses, Sister Stephanie. 

Recently improved X-ray and laboratory equipment. 


Chicago Hospitals 


AMERICAN COLLEGE OF SURGEONS 


40 E. Erie St. Take State street car to Erie, and walk one 


block east. 
AMERICAN HOSPITAL ASSOCIATION 


22 E. Ontario St., Chicago. Take State street car to On- 
tario, and walk one-half block east. 
AUGUSTANA HOSPITAL 
2043 Cleveland Ave. Take any Lincoln Ave. car or Shef- 
field car to Garfield Ave. and walk east one-half a block. Bed 


capacity 250, E. I. Erickson, superintendent. 
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feels like 
Velvet, 
wears like 
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Stedman’s 
as used in 
Boston 
Lying-In 
Hospital, 
Boston, 
Mass. 


| Coolidge & Shattuck, 
Architects. 


If a Hundred Hospital Directors 
Themselves Designed a Floor — 


TYPICAL 
STEDMAN HOSPITAL 
INSTALLATIONS 


Brooks Hospital, Brookline, Mass. 
St. Joseph's a for the Blind, 

Jersey City, N. 
Polyclinic Hospital, New York City 
Broad St. Hospital, New York City 
Marlboro Hospital, Marlboro, Mass, 
Copp Hospital, Cambridge, Mass. 
Walker Hospital, Evansville, Ind. 
Presbyterian Hospital, New York City 
Boston Lying-In Hospital, Boston, Mass. 
Lenox Hill Hospital, New York City 
Blodgett Memorial Hospital, 

Grand Rapids, Mich. 
Glockner Sanitarium, Colorado Springs 
State Industrial Farm, Sonoma, Cal. 
Pasadena Hospital, Pasadena, Cal. 
Newark Memorial Hosp., Newark, N.J. 
Fifth Avenue Hospital, New York City 
Community Hospital, New York City 
Foxboro State Hospital, Foxboro, Mass. 
Towns Hospital, New York City 
Mt. Sinai Hospital, Cleveland, Ohio 
Royal Victoria Hospital, Montreal, Can. 
Norfolk County Hospital, S. Braintree, 


ass. 
Baylor Hospital, Dallas, Texas 
St. Mary’s Hospital, Duluth, Minn. 
St. Vincent’sMaternity,Philadelphia, Pa. 
Cleveland City Hospital, Cleveland,Ohio 
Mass. Hospital School, Canton, Mass. 
Emma L. Bixby Hospital, Adrian, Mich. 
Fairview Hospital, Cleveland, Ohio 
Truesdale Hospital, Fall River, Mass. 
T. D. Dee Hospital, Ogden, Utah 
Friends Hospital, Frankford, Pa. 
Providence Sanit arium, Dallas, Texas 
Harley Hospital, Dorchester, Mass. 
Sturdy Memoriai Hosp., Attleboro, Mass. 
Willard State Hospital, Willard, N.Y. 
City Hospital, Fall River, Mass, 
Milford Hospital, Milford, Mass. 
Johns Hopkins Hospital, Baltimore, Md. 
Memorial Hospital, Mt. Pleasant, Pa. 


St. Luke’s Hospital, San Francisco, Cal. 


Garfield Hospital, Washington, D. C 
St. Luke’s Hospital, Bethlehem, Pa. 


N.E. Deaconness Hosp., Brookline, Mass. 


Pottstown Hospital, Pottstown, Pa. 
Touro Infirmary, New Orleans, La. 

Newcomb Hospital, Vineland, N. J. 
Hartford Hospital, Hartford, Conn. 


flooring that would be ideal for each exacting requirement—the chances are 
you wouldn’t be able to tell the difference between it and Stedman Naturized 
Flooring. 
In fact, in nine separate qualifications, this remarkable Flooring was specifically 
cited as first choice by the American Hospital Association’s Committee on 
Floors. If you haven’t already seen that report, let us send you a copy. 


iz a hundred hospital directors sat down and designed an ideal flooring—a 


Stedman Naturized Flooring is more than silent—it absorbs sound. It is 
resilient. It prevents slipping. It will not dent or crack. It won’t stain. It is 
easily cleaned. It looks like tile or marble. It wears like iron and costs practi- 
cally mothing for years of upkeep—the first cost, from 75 cents to $2.00 a 
square foot, is your only cost. 

Stedman Naturized Flooring is rubber, reinforced and held together 
with an infinite cobweb of minute gossamer cotton fibres, vulcanized under 
terrific hydraulic pressure. Made in marble, granite, and tapestry effects—in 
tiles, square and rectangular, in long runners—browns, reds, grays, black—in all 
the formal splendor of a classic floor or in an intimate blend of cozy warm mix- 
tures in Nature’s own colorings, 

To list all of the hospitals that in three years have equipped wards, corri- 
and private rooms with Stedman Naturized Floor- 


dors, operating rooms, \ } 
Let us send you the list and you will 


ing, would fill this page completely. 
see. 


Write to us for samples and detailed information. 


STEDMAN PRODUCTS COMPANY 


Manufacturers of Reinforced Rubber Flooring, Sanitary Base, Wainscoting, Walls, 
Rugs, Table Tops, Shower Bath Mats, and other reinforced rubber surfacings 
SOUTH BRAINTREE, MASSACHUSETTS 

Agencies in principal cities. See your local telephone directory. 


DIRECT BRANCHES 
4488 Cass Avenue 15 E. Van Buren Street 
DETROIT CHICAGO 


462 Hippodrome Annex 


101 Park Avenue 
CLEVELAND 


NEW YORK 
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New nurses’ home, seven stories, accommodating maximum 
of 250 nurses. Swimming pool and exceptional recreation 
facilities. Lavatory between each pair of rooms, 

CHICAGO LYING-IN HOSPITAL AND DISPENSARY 

426 E. 51st Street. Take south side elevated to 51st, either 
Jackson Park or Englewood; or bus from State street, to 
51st and Grand, and hospital is half a block from there. Bed 
capacity 260. Jessie F. Christie, R.N., superintendent. 

A modern maternity hospital. 

CHILDREN’S MEMORIAL HOSPITAL 

735 Fullerton Avenue. Take North side elevated and get 
off at Fullerton, and walk east three blocks, or any Lincoln 
avenue car. Bed capacity 185. Miss Mary C. Stewart, super- 
intendent. 

Large out-patient and social service departments. Over 
three acres of ground. Out-door pavilion for out-door treat- 
ment during suitable weather. Heliotherapy department. 
Sprague Memorial Institute has at the hospital a department 
for the investigation of the diseases and physiology of child- 
hood. Hospital has an agreement with the University of 
Chicago making the hospital a center for post-graduate work 
in the study and treatment of diseases of children. The hos- 
pital offers a four-months’ course in pediatric nursing to 
eraduates of accredited schools and has affiliations with ac- 
credited schools of —~ for a three-months’ course. 

COOK COUNTY HOSPITAL 

Wood and Harrison Streets. One block south of Presby- 
terian. Take Harrison street car to Wood (1800 west). 
Michael Zimmer, superintendent. Bed capacity 2,500. 

A modern municipal-county hospital. 

GERMAN EVANGELICAL DEACONESS HOSPITAL 

5421 S. Morgan Street. Take Halsted street car to 54th 
street and walk two blocks west or take bus No. 6 to Morgan 
and 55th and walk one block north. Rev. F. Weber, super- 
intendent. Bed capacity 88. 

Will exhibit new pavilion, central tray service and other 
new features. See illustrated description in October Hos- 
PITAL MANAGEMENT. 

HOSPITAL LIBRARY AND SERVICE BUREAU 
22 E. Ontario Street. Take State street car to Erie, one- 


half block east. 
ILLINOIS CENTRAL HOSPITAL 


57th and Stony Island Avenue. Take Illinois Central train 
to 57th street and hospital is across from Field Museum. 
Bed capacity 200. Miss Mabel Christie, superintendent. 


New annex will be shown. 
MICHAEL REESE HOSPITAL 


29th and Ellis Avenue. Take Cottage Grove car to 29th 
gstreet and walk east to hospital. Bed capacity 461. Dr. 
Herman Smith, superintendent. 

Will feature new nurses’ home, milk laboratory and chil- 
dren’s department. The first floor and possibly one of the 
typical floors of the home will be ready for inspection. The 
first floor contains three private reception rooms, matron’s 
office, large living room, laboratories, demonstration ward, 
educational department consisting of a large lecture hall and 
dietetic, chemical and bacteriological laboratories probably will 
be in shape for inspection. 

The milk laboratory is a complete department in which all 
milk for the children is prepared. In addition to making 
up the ordinary milk dilutions and special feedings the labora- 
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tory prepares Eiweiss, Chymogen, lactic acid, and buttermilk 
feedings. Among the equipment for the preparation of the 
above formulas are a combination pasteurizer and sterilizer, 
grinder, milk separator and a butter churn. 

The children’s building has the ordinary routine accessories 
of any building of this type in addition to a separate pre- 
mature department with permanent provisions for wet nurses, 
a complete admitting department, temporary isolation quarters, 
and a play room in charge of a full time kindergarten teacher. 
An electrically driven breast pump recently developed here 
by an attending pediatrician, should be of interest to some 


of the visitors. 
MOUNT SINAI HOSPITAL 

1519 S. California Avenue. Take Austin Avenue car to 
California avenue, or Douglas Park elevated to California 
avenue and walk four blocks north. Capacity 100 beds. Anna 
Koenig, R.N., superintendent. 

A Kosher Hospital. Clinics Monday and Tuesday. 

JOHN MURPHY MEMORIAL HOSPITAL 

820 Belmont y Geo Take Clark or Broadway cars to 
Belmont and hospital is between Clark and Broadway. Bed 
capacity 125. Dr. Robert C. Menzies, superintendent. 

A new building. 

PRESBYTERIAN HOSPITAL 

Congress and Wood Streets. Take Harrison street car to 
Wood street (1800 west) and walk one block north, or Van 
Buren street car to Wood street and walk one block south. 
Bed capacity 450. Asa S. Bacon, superintendent. 

Will exhibit pressure sterilizer for sterilizing instruments, 
laundry department and occupational therapy department. 

RAVENSWOOD HOSPITAL 

1917 Wilson Avenue. 
off at Ravenswood and walk one block west. 
125. E. E. Sanders, superintendent. 

Opened new building October 13-14. Has running water 
in all rooms, walnut furniture, glassed-in operating room, 
special ventilating system for operating rooms, exceptional 
maternity department, and splendidly equipped kitchen. 

ST. LUKE’S HOSPITAL 

1439 S. Michigan Avenue. Take bus to 14th Street or 
Wabash Avenue car to 14th and walk one block east. Bed 
capacity 400. Louis R. Curtis, vice-president. 

St. Luke’s will exhibit plans for its $2,000,000 19-story 
building, which will be steel skeleton construction, obviating 
many floor pillars. Wards will be from 3 to 16 beds. Ex- 
peditious transport will be accomplished by fast elevators, 
dumb waiters, pneumatic tubes, chutes, etc. New method of 
ward lighting being developed. The capacity will be about 
525 beds. 

WASHINGTON BOULEVARD HOSPITAL 

2449 Washington Boulevard. Take Oak Park elevated to 
Campbell Avenue, and walk two blocks south. Bed capacity 
79. C. T. Johnson, superintendent. 

X-ray department and classification of X-ray patients. 

WESLEY MEMORIAL HOSPITAL 

24th and Dearborn Streets. Take State street car to 24th 
street and walk one block west or south side elevated to 26th 
street and-walk one block north and two blocks west. Bed 
capacity 275. E. S. Gilmore, superintendent. 

Complete X-ray department and exceptional physiotherapy 
and physiological chemistry departments. 


Take Ravenswood elevated and get 
Bed capacity 


The Program of the Hospital Dietetic Council 


MONDAY, OCTOBER 29 

8 a. m., registration; executive board meeting. 

2:30 p. m., invocation, Rev. Gustav Stearns, Milwaukee; 
address of president, Miss Rena S. Eckman, Chicago; report 
of secretary, Mrs. John Henry Martin, St. Paul; report of 
treasurer, Miss Margaret M. Fotheringham, Pittsburgh; re- 
port of committee on constitution and by-laws, Miss Dorothy 
\. Loudon, Fargo, N. D.; report of committee on publications. 
Miss E. M. Geraghty, Cleveland, O. 

8 p. m., “How the Hospital Dietitiarm May Have Contact 
With Administrative Problems,” Dr. Herman Smith, Chicago; 
“The Relation of the Dietitian to a Community Hospital,” 
Dr. J. A. Hornsby, Kansas City, Mo.; “Hospital Architecture 
and the Department of Dietetics,” Perry R. Swern, Chicago; 
“The Training of the Hospital Dietitian,’ Dr W. C. Rappleye, 
New Haven, Conn.; “The Hospital Admin‘strator’s Interpre- 
tation of the Department of Dietetics,’ Dr. Karl H. Van 
Norman, St. Paul. 

TUESDAY, OCTOBER 30 

10 a. m., “Instruction of the Diabetic Patient,” Dr. Charles 
F. Hoover, Cleveland, O.; “As Interpreted by the Dietitian,” 
Miss Mary A. Foley, Rochester, Minn.; discussed by Miss 
Bertha M. Wood, Northfield, Mass.; Miss Blanche Joseph, 
Chicago; Miss Margaret Hoffman, Cleveland, O.; Miss Fair- 
fax T. Proudfit, Memphis, Tenn. 


8 p. m., “The Future of the Hospital Dietitian,” Dr. Leonard 
G. Rowntree, Rochester, Minn.; “The Contribution Which the 
Hospital, Through Its Department of Dietetics, May Make 
to the Community,” Dr. A. B. Denison, Cleveland, O.; 
a in the Far West,” Dr. R. G. Brodrick, San Leandro, 

al. 

WEDNESDAY, OCTOBER 31 


10 a. m., Miss Marjorie Northrop (subject to be selected) ; 
Nomenclature of Diets, general discussion, Mrs. John Henry 
Martin, St. Paul; Miss Irene Willson, Pittsburgh; Miss 
Gertrude Thomas, Minneapolis. 

8 p. m., “The Need for Diet Control Accompanying Insulin 
Administration,” Dr. Solomon Strouse, Chicago; discussion, 
Dr. S. Franklin Adams, Rochester, Minn.; Dr. James S. Gil- 
fillan, St. Paul; “Organization of the Hospital or Dispensary 
Plant for Dietary Control During the Administration of 
Insulin,’ H. E. Webster, Montreal; “Infant Feeding,” Dr. 
Julius Hess, Chicago. 


THURSDAY, NOVEMBER 1 


Round table discussion on therapeutic diets, Dr. W. B. 
Sippy, Chicago; Miss Lulu Graves, New York; Miss Margaret 
Drew, St. Paul; Miss Louise Yeomans, Chicago. 

2 p. m., business meeting for members only. 
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This New Automatic ModelFF'’ Crescent 


sets new Standards for heavy-duty 
high-speed Dishwashing Equipment 


HE New Model “FF” is only 9 

feet long. Yet it cleans 15,000 

dishes an hour. In compactness, 
speed, ease of operation and freedom 
from trouble it sets new standards for 
heavy-duty dishwashing equipment. 

The Model “FF” was designed after 
our large industrial cleaning machines 
used in factories for removing grease, 
oil, tripoli and varnish from automobile 
engines, axle housings, etc. 

The machine is foolproof. It is built 
for continuous service and for perfect 
results with unintelligent help. 

Two rugged heavy duty roller chains— 
114"" wide—convey the racks of dishes 


through the machine at the rate of 300 
pieces a minute. A 5 H. P. motor pumps 
475 gallons of hot, soapy water through 
the patented Double Revolving Wash 
arms—located above and below. 

This latest Crescent embodies all the 
features that have made Crescents the 
choice of 12,000 hotels, restaurants, hos- 
pitals, etc. It is the biggest, fastest, stur- 
diest dishwasher we have ever built. 


Crescent Washing Machine Company 
84 Second Avenue New Rochelle, N. Y. 


yescent 


DISH WASHE 








Write for our illustrated folder showing the model “FF” 


Furnished in 480z.Cop- 
per, 16 gauge Monel 
Metal or 10 gauge Gal- 
vanized Armco Iron. 


The new Model ‘‘FF’’ 
Automatic Crescent 
Dishwasher. Capacity 
15,000 dishes an hour. 
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Monel Metal equipment in the kitchen 
of the Hospital for Mental Diseases, 
Brandon, Manitoba. Jordan & Over, 
Architects, Winnipeg. 





ji eee Lae . 


Monel Metal Cascade Washer in the laundry of 
Broad Street Hospital, New York City. Made 
by The American Laundry Machinery Co., Cin- 
cinnati, Ohio. 
































Monel Metal Sterilizer in Chil- : ; 
dren’s Ward, Mt. Sinai Hospital, Monel Metal Solution Basin. 
New York City. _ Made by Kny Operating Room.of Fifth Avenue 
Scheerer Corporation of America, Hospital, New York City; Monel 
New York City. Metal Operating Table and In- 
strument Tables supplied by Kny 
Scheerer Corporation, New York 
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In Many Varied Ways 
Monel Metal Proves Its Fitness 
for Hospital Equipment 














Special Hospital Food 
Truck, Monel Metal in- 
side and outside—manu- 
factured and designed by 
Wrought Iron Range 
Company, Boston, Mass. 





Monel Metal covered kitchen 
table in Royal Victoria Hospital, 
Montreal, Canada. Made by 
George Sparrow & Son, Toronto, 
Ont. 


Gace manufacturers of a wide variety of hospital 
equipment have found in Monel Metal a materia) 
that meets in every exacting degree the rigid require- 
ments of hospital service. 


Monel Metal has the strength of steel, minus steel’s 
tendency to rust. It is also proof against any solution 
with which it may come in contact in the hospital. And 
it has no coating to chip or wear off—just a solid 
nickel alloy that retains for years its original polish. 


Thus, the hospital equipment manufacturer finds in 
Monel Metal a material that will not only stand hard 
usage but is kept clean with a minimum of labor, meet- 
ing the highest of aseptic standards. 

The varied uses of Monel Metal, as well as a list of the 
equipment houses using it, are shown in a special bul- 
letin for hospital executives. Send for your copy 
today. 


The International Nickel Company 
67 Wall Street New York City 


Producers also of Malleable Nickel in 


Sheet, Rod and other commercial forms. 


Monel Metal Top Closet and Stand used in the diet 
kitchen, Rhode Island Hospital, Providence, R. I., 
built by Morandi-Proctor Company, Boston, Mass. 
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Knowledge Increases 
the Dietary Importance of 


Edible Gelatine 


— Dr. Jacoby discovered the colloidal action of 

edible gelatine in emulsifying the milk curd in infant 
feeding, the recognition of gelatine in the dietary has been 
constantly increasing. 





Today we also know that edible gelatine is rich in Lysine, the 
growth-promoting amino acid, so essential to the normal 
growth of children, and furthermore that it is a positive aid 
in the digestion and absorption of other nutritious foods. 


For over 40 years the recognized standard of gelatine purity 
and uniform strength has been 


KNOX 


SPARKLING 


GELATINE 


In addition to the family size package, Knox Sparkling Gel- 
atine is put up in 1 and 5 pound cartons for special hospital 
use. A trial package at 80c the pound will be sent on request. 









Charles B. Knox Gelatine Co. 
401 Knox Ave., Johnstown, N. Y. 


“Always the Highest Quality” 
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THE EXPOSITION 


oF HospiTaAL EQUIPMENT AND SUPPLIES 
(Figures refer to number of exhibit space; see diagram.) 


Albatross Metal Furniture Co., Portland, Ore. 85. 

Metal furniture. 

Altro Manufacturing Co., New York City. 43. 

Garments. 

Aluminum Cooking Utensil Co., New Kensington, Pa. 
11—Model Kitchen 10. 

“Wear-Ever” aluminum ware. 

American Association of Hospital Social Workers. 
262. 

Social service work. (Non-commercial.) 

American Hospital Supply Corp., Chicago. 
Cover.) 96. 

General hospital supplies, including rubber goods, 
enamelware, bandages, hypodermic needles, garments, 
etc. A. L. Towner, F. G. McGaw, A. E. Dixon and F. A. 
Connolly in charge. 

American Ironing Machine Co., Chicago. 233. 

The “Simplex” ironer for small laundries. 
American Journal of Nursing, Rochester, N. Y. 181. 

A leading journal, for all branches of nursing work. 
American Laundry Machinery Co., Cincinnati, O. (Adv. 

Pp; 22;)' 105. 

Power laundry machinery for all purposes, including the 
“Cascade” washer. 

American Medical Association, Chicago. 204, 208, 222, 240. 

Examples of the various services of the Association. 
(Non-commercial.) 

American Sterilizer Co., Erie, Pa. (Adv. p. 4.) 177, 178. 

“American” sterilizers for all hospital purposes. (With 
E. H. Karrer Co.) J. E. Hall, president, in charge. 
Josiah Anstice & Co., Rochester, N. Y. Model Kitchen 7. 

Vegetable slicing and peeling machines. 

Applegate Chemical Co., Chicago. 16-A. 

The Applegate linen marker, indelible ink and electric 
heating device. Mr. Applegate in charge. 
Armstrong Cork Co., Lancaster, Pa. 256, 258. 

Cork tile and flooring. 

E. A. Armstrong Impervo Co., Watertown, Mass. 
p. 39.) 260. 

“Impervo” waterproof sheeting, Mr. Burditt in charge. 
In aprons, operating table cushions, etc. 
Artificial Daylighting Co., New York City. 

Lighting. 

H. W. Baker Linen Co., New York City. 
10—Model Kitchen 17. 


A full line of bed and table linens for all hospital pur- 
poses. L. Clark Walker, sales manager, in charge, with 
Roy E. Pardee, Chicago. 

Becton, Dickinson & Co., Rutherford, N. J. 
Cover.) 19. 

“B-D” hospital specialties (‘““Ace” bandages, “Asepto” 
syringes, “Yale” needles, etc.) 

Frank §. Betz Co., Hammond, Ind. (Adv. p. 10.) 32, 34, 38. 

General hospital and surgical supplies and furniture, in- 
cluding complete operating room and private-room outfits. 
H. R. Boyd, Elmer Hill and Emile de Amato in charge. 
Writing facilities for visitors. 
Bonded Floors Co., Detroit, Mich. 

Flooring. 

California Peach & Fig Growers, Fresno, Calif. 52. 

Fruits, canned and dried. 

Wilmot Castle Co., Rochester, N. Y. 227. 

The Castle line of sterilizers for all purposes, including 
a complete battery electrically operated, bed-pan washer 
and sterilizer, etc. W. B. Underwood in charge. 
Century Machine Co., Cincinnati, O. (Adv., Second Cover.) 

53—Model Kitchen 6. 

“Giant” four-speed kitchen mixing 
Esselborn, president, in charge. 
Chicago Grain Products Co., Chicago. (Adv. p. 36.) 64. 

Tax-free alcohol. Mr. Jourdain in charge. 


W. N. Clark Co., Rochester, N. Y. 8. 
Canned and dried fruits. Mr. Teal in charge. 


250, 


(Adv., Third 


(Adv. 


101. 


(Adv. p. 38.) 


(Adv., Back 


185. 


machines. Paul 


Clark Linen Co., Chicago. 61. ; 
Bed and table linens for all hospital purposes. 

Stern in charge. 

Coast Products Co., St. Louis, Mo. 35. 
Canned, dried and preserved fruits. 

charge. 

Colonial Hospital Supply Co., Chicago, III. 

55 


Mr. 


Mr. 


Damron in 


(Adv. p. 27.) 


General hospital and surgical supplies, furniture and 
specialties, including therapeutic lamps, “Fibrotta” ware, 
etc., Mr. Hood in charge. 

Colson Co., Elyria, O. 94. 

Wheels and casters, and wheel vehicles for hospital use. 

A. A. Crooks and N. V. Grund in charge. 
Colt Patent Fire Arms Mfg. Co., Hartford, Conn. (Adv. 
i 34.) 235; 207. 
“Autosan” dishwashing equipment. 
Committee on Cleaning. 254. 
Connecticut Telephone & Electric Co., Meriden, Conn. 217. 
Interior telephone and signal systems. 
Converse & Co., New York City. 70. 

Non-rubber waterproof sheeting, “Fruit of the Loom” 
muslin, etc. Mr. Erwin in charge. 
Crane Co., Chicago, Ill. 207, 221, 239. 

Plumbing and hydrotherapeutic fixtures, installed for 
demonstration as in actual use. W. E. McGowan and 
assistants in charge. 

Crescent Washing Machine Co., New Rochelle, N. Y. 
(Adv. p. 14.) 44—Model Kitchen 12. 

“Crescent” dish-washing machines, including a new 
type not heretofore shown. B. A. Watson in charge. 
J. A. Deknatel & Son, Brooklyn, N. Y. 210. 

Nursery name necklace, etc. Souvenirs to visitors. 
Dennison Mfg. Co., Framingham, Mass. 17. 

Paper goods. 

Denoyer-Geppert Co., Chicago, Ill. 203. 

Anatomical models, charts, skeletons, etc. 
Archibald W. Diack, Detroit, Mich. 172. 

Sterilizer controls. 

H. D. Dougherty & Co., Philadelphia, Pa. 
Z5;) 139; 

“Faultless” hospital furniture and equipment for private- 
room and general use. Monel metal basins will also be 
shown. L. R. Dougherty, H. A. Swenson, L. S. Wescoat, 
V. J. Leavell, and E. C. Leinbaugh in charge. 
Drinkwater Co., New York City. (Adv. p. 31.) 68. 

The Drinkwater line of food conveyors. Mr. Drink- 
water in charge. 

Duparquet, Huot & Moneuse Co., New York City. Model 
Kitchen 13. 

Ranges. 

Edison Electric Appliance Co., Chicago. Model Kitchen 1. 

Electric cooking equipment. 

J. B. Ford Co., Wyandotte, Mich. (Adv. p. 29.) 56. 

“Wyandotte” cleansers and detergents. Wyandotte In- 
dians will be at the exhibit, and souvenirs will be given 
to visitors. E. R. Hansen, Fred Merrick, Guy Hammel, 
C. F. Kelley, H. J. Willwerth and J. J. Harris, in charge. 
Genesee Pure Food Co., LeRoy, N. Y. 28. 

“Jell-O” gelatine desserts demonstrated in various 
forms, with a feature of special desserts for diabetic pa- 
tients, made from “D-Zerta.” Mrs. Kreasan, domestic 
science expert, in charge. 

Goder Incinerator Co.,Chic ago. 130. 

Incinerators and waste-disposal devices. 
Goldsmith, Lowenfels & Co., New York City. 14. 

Bed and table linens and textiles. 

Grand Rapids Fibre Cord Co., Grand Rapids, Mich. Stage. 

Art fibre for occupational therapy work. 

Green Oil Soap Co., Chicago, Ill. 214. 

Soaps, soap dispensers, water mixer, etc. 
Edwin F. Guth & Co., St. Louis, Mo. 202. 

Lighting fixtures. 

Frank A. Hall & Sons, New York City. 241, 243, 245, 247. 

Hospital beds and bedding. 


(Adv. pp. 24, 
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A. H. A. Convention 


Milwaukee 


Officers of the Association have requested ex- 
hibitors to put in educational displays. 


You will find an interesting display of Curity 
supplies and Cellucotton in Booths 54 and 60. 


How is cotton converted into pure white, ab- 
sorbent gauze? This is one of the things you will 
learn when you call at the Curity Booths. 


Curity representatives will be present, eager to 
meet old friends, and equally anxious to make new 


acquaintances. 


Call at Booths 54 and 60 for a friendly chat. 


Lewis Manufacturing Company 
Walpole, Mass. 


302 Broadway, New York 30 No. LaSalle St., Chicago 
21 So. 12th St., Philadelphia 1338 Syndicate Trust Bldg., St. Louis 
322 The Arcade, Cleveland 843 Pacific Bldg., San Francisco 
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Educational Displays 
Featured 


Visit Booths 54 and 60 to see the displays of 
Curity supplies and Cellucotton. 


Demonstrations will show you how Cellucotton 
works, and for what purposes it may be used to 
advantage instead of absorbent cotton. You will 
see the special advantages of Cellucotton, — its 
great bulk, absorbency, convenient form. Dress- 
ings made of Cellucotton will also be on exhi- 
bition. 


Have you hesitated to use Cellucotton because 
you have not known whether you would like it, or 
perhaps have not known how to use itP_ Here isa 
good chance to see it demonstrated. 


CELLUCOTTON 


Manufactured by Kimberly, Clark Co., Neenah, Wis. 


Booths 54 and 60 


Lewis Manufacturing Company 
Walpole, Mass. 


302 Broadway, New -York 30 N. LaSalle St., Chicago 
21 So. 12th St., Philadelphia 1338 Syndicate Trust Bldg., St. Louis 
322 The Arcade, Cleveland 843 Pacific Bldg., San Francisco 
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She [rons 124 Garments Per Day 


With the two Prim Presses pictured above, this one 
operator in the laundry of the Jewish Hospital, Cincin- 
nati, O., irons more than 124 garments per day. 


During the month of June, four operators with five 
presses and two ironing boards ironed 11,900 garments 
—an average of 41 pounds per day per operator. 


Naturally Mr. Levy, the superintendent of this hospital, 
is “highly pleased” with Prim Presses and states that 
they have “practically eliminated all physical effort in 
ironing.” 


This electrically operated press has practically elim- 
inated labor turnover in the finishing department of 
commercial laundries. It will help you solve the same 
difficult problem. 


May we send you the complete Prim Press details? 


The American Laundry Machinery Company 


Norwood Station, Cincinnati, Ohio 


Canadian Factory British Sales Agency, 
The Canadian Laundry Machinery Co., Ltd., American Laundry Machinery Co., Ltd., 
47-79 Sterling Road 36-38 Victoria St., 
Toronto, Ontario, Canada London, S.W.-1 England 
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THE EXPOSITION 
(Continued) 

J. L. Hammett Co., Cambridge, Mass. Stage. 

Occupational therapy supplies. 
Heidbrink Co., Minneapolis, Minn. 16-B. 

Anaesthesia machine. 
Hobart Mfg. Co., Troy, O. 65—Model Kitchen 16. 

Kitchen mixing machines. Paul Yount in charge. 
Holtzer-Cabot Electric Co., Boston, Mass. (Adv. p. 34.) 

196. 

Signal and call systems. Irvin Hickman and P. J. Hertz 

in charge. 


Horlick’s Malted Milk Co., Racine, Wis. (Adv. p. 35.) 
40 


Malted milk. 
Hospital Buyer, Chicago, Ill. 191. 

Hospital journal. S. D. Clough in charge. 
Hospital Import Co., New York City. 18, 20. 

Hospital supplies. 

Hospital Library and Service Bureau, Chicago. 251. 

Research and record material covering the hospital 
field. 

Hospital Management, Chicago. 224. 

A journal for hospital executives. G. D. Crain, Jr., 
Kenneth C. Crain, Matthew O. Foley and Roberts Ferris 
in charge. 

Hospital Specialty Co., Lincoln, Neb. 78. 
Hospital Standard Publishing Co., Baltimore, Md. (Adv. 
p. 35.) 74-B. 

Case record and other forms. Mr. King in charge. 
Hospital Supply Co., New York City. 7. 

Hospital and surgical equipment, including sterilizers. 
Hygienic Fibre Co., New York City. (Adv. p. 2.) 1. 

\bsorbent cotton and gauze. Space will be devoted to 
a rest-room for visitors. J. S. Britton, sales manager, in 
charge. 

Insulin Demonstration. 157, 159, 161, 163. 
International Nickel Co., New York City. (Adv. pp. 16, 
17.) 43: 

Monel metal products for various hospital purpc es, 
with special reference to kitchen, laundry and operating- 
room equipment shown in other exhibits. 

Johns-Manville Co., New York City. 180. 

Noise-reducing treatment for interior walls and ceilings. 
Johnson Ventlight Co., Chicago, Ill. 73. 

Phototherapy. 

E. H. Karrer Co., Milwaukee, Wis. 177-178. 

(See American Sterilizer Co.) Hospital and surgical 

supplies. 


Henry L. Kaufmann & Co., Boston, Mass. (Adv. p. 36.) 
76 


Rubber goods, featuring bed-sheet and fastener attach- 
ment. Mr. Kaufmann in charge. 
Keever Starch Co., Columbus, O. 115. 

“Satin-Finish” laundry starch. 

A. L. Keifer & Co., Milwaukee, Wis. Model Kitchen. 11. 

Refrigerators, electric range, steam table, etc. A. A. 
Peters in charge. 

Chas. B. Knox Gelatine Co., Johnstown, N. Y. (Adv. p. 
18:;) 72. 

“Knox Sparkling Gelatine,” demonstration and distribu- 
tion of book on results of investigation of the food value 
of the product. Dr. Paul Kind, Mrs. Charles B. Knox, 
James E. Knox and nurse assistants in charge. 

Knox Products Co., Pittsburgh, Pa. 67. 

Butter server. 

Kny-Scheerer Corporation, New York City. 15, 21. 

Surgical and hospital supplies and equipment, including 
sterilizers furniture, etc. 

W. T. Lane & Bros., Poughkeepsie, N. Y. 136. 

Laundry baskets. 

Henry Lange Mfg. Co., Chicago, Ill. Model Kitchen. 5. 

Ice cream freezers. 

Lewis Mfg. Co., Walpole, Mass. (Adv. pp. 20, 21.) 54, 
60. 

“Curity” cotton and gauze, with demonstration of man- 
ufacturing processes, tests of capillarity, diffusion and 
bulk, ete. H.R. Lane, Louis H. Nichols, Lawrence Davis, 
H. W. Cole, W. J. Burke, F. C. Wellman and P. S. Wal- 
sted in charge. 


4119 Ravenswood Ave., 
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The Modern Hot Pack 
For Hospitals 


Scores of leading hospitals no longer 
use old fashioned hot pack methods. The 
Vit-O-Net Electrical Blanket has proved 
unusually efficient for this purpose. Soon 
pays for itself in saving of nurse’s time 
and wear and tear on ordinary blankets. 


The Vit-O-Net 
Electrical Blanket 


causes a profuse diaphoresis—eliminates 
impurities through waste channels—stim- 
ulates circulation. Does not weaken. In- 
stantly ready for bedside or operating 
table. Only one nurse required to oper- 
ate. Its dry electrical heat penetrates 
deeper than any other form of heat. Suc- 
cessfully used for Pneumonia, Eclampsia, 
Rheumatism, Arthritis, etc. Endorsed by 
hundreds of physicians, surgeons and 
hospitals. 


See it at the A. H. A. Convention, 
Milwaukee, Oct. 29-Nov. 2— 
Space 9-A 
Special Discount to Hospitals 


VIT-O-NET MFG. CO., 








Chicago 
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Dougherty’s 
The “FAULTLESS” Line 
Hospital Equipment 





























WILL EXHIBIT IN 


Space No. 139 


American Hospital Assn. Convention 





H. D. DOUGHERTY & COMPANY, INC. 
17th and Indiana Ave., Philadelphia 
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Dougherty’s 


The “FAULTLESS” Line 


Hospital Equipment 


No. 5621 


Bedside Table, American Hospital 
Association Model. 


Made with Polished Plate Glass 
Top; White Steel Porcelain Basin 
in swinging bracket; with three 
compartments; Hook on door for 
water bottle, and towel bar on 


back. 


Finished in either white enamel, 
ivory or Dougherty Gray; also in 
wood finishes. 


No. 3116 


Stretcher, St. 
Joseph’s Model. 
Tubular Steel Frame, 
detachable litter top, 
mounted on two 24” 
wheels and four 3” 
wheels. 








Easily handled and a ; 
positively cannot up- | 
set. 


Dimensions, 22” 
wide, 72” long. 











H. D. DOUGHERTY & COMPANY, INC. 
17th and Indiana Ave., Philadelphia 
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Waste and rubbish is simply dropped through the 
convenient hopper doors (located on each floor). 
Falling to the brick combustion chamber, in the 
basement, everything combustible is burned com- 
pletely, while non-combustibles, flame-sterilized, 
are removed with the ashes. The Kernerator 
must be installed when building is being erected, 
as it cannot be installed in existing structures. 
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Drop all waste here 
—then FORGET it! 


Vol. 16, No. 4 
























New Milwaukee Children’s 
Hospital, (Scott & Mayer, Architects) 
Grand Avenue and Seventeenth Street 






Banishing the Age-Old Worry 
of Hospital Waste Disposal 


ET your trip to Milwaukee for the A. H. A. annual 
convention, include a visit to the splendid new 
Milwaukee Children’s Hospital. For in that 
unique institution are embodied all the appliances 
and appurtenances that make for efficiency, con- 
venience, sanitation and comfort—for patients as 
well as attendants. 








Quite naturally, the Kernerator is one of these 
modern features. By the simple, efficacious means 
of complete burning, it disposes of all waste from 
the utility rooms—used sutures, gauzes and dress- 
ings, wilted flowers, food remnants, broken glass- 
ware—in fact all refuse, septic or otherwise. 








There is no upkeep cost—for the waste itself is all 
the fuel required. 






Columbia Hospital and Milwaukee Infants’ Hos- 
pital, are also Kernerator-equipped and may be 
visited with profit during your stay in Milwaukee. 


KERNER INCINERATOR COMPANY 


1055 CHESTNUT STREET MILWAUKEE, WISCONSIN 
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Samuel Lewis, New York City. 136. 
Janitors’ supplies. 
J. B. Lippincott Co., Philadelphia. 22. 


Medical and nursing books. 








Lyons Sanitary Urn Co., New York City. 12—Model 
Kitchen. 14. 
Sanitary dispensers for milk and cream. Harry Lyons 
in charge. 





MacMillan Co., New York City. 249. 

Medical and nursing books. 

E. W. Marvin Co., Troy, N. Y. 75. 

Nurses’ collars, cuffs and uniforms. 
Massillon Rubber Co., Massillon, O. 39. 

Rubber gloves and drainage tubing. Mr. and Mrs. L. E. 
Hankins in charge. 

Meinecke & Co., New York City. 2, 4, 6. 

Hospital and surgical supplies, especially rubber sheet- 
ing and other rubber goods, enamel ware, etc. Edward 
Johnson and assistants in charge. 

Midland Chemical Laboratories, Inc., Dubuque, Ia. 3-a. 

Disinfectants and other chemicals. 


Model Kitchen 

Aluminum Cookine Utensil Co., aluminum ware; Josiah 
Anstice & Co., chopping machine; H. W. Baker Linen 
Co., linens; Century Machine Co., mixing machine; Cres- 
cent Washing Machine Co., glass and dish-washing ma- 
chine; Duparquet, Huot & Moneuse Co., range; Edison 
Electric Appliance Co., electric cooking equipment; Ho- 
bart Mfg. Co., mixing machine; A. L. Keifer & Co., re- 
frigerators, steam table, range, etc.; Henry Lange Mfg. 
Co., ice-cream freezer; Lyons Sanitary Urn Co., cream and 
milk dispensers; Northey Mfg. Co., refrigerators; Albert 
Pick & Co., china, glass and silver; Read Machinery Co., 
mixing and baking machinery; John E. Smith’s Sons Co., 
chopping machine; Toledo Cooker: Co., food conveyor; 
Union Steel Products Co., baking equipment; U. S. Slicing 
Machine Co., slicers. 
Modern Hospital Publishing Co., Chicago, Ill. 197, 199. 

Hospital publications and plans. Dr. Otho Ball in 
charge. 
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Morris Hospital Supply Co., New York City. 71. 
Hospital and surgica! supplies. 

Morse & Burt Co., Inc., Brooklyn, N. Y. 26. 
“Cantilever” shoes for nurses. 

J. L. Mott Iron Works, Trenton, N. J. 173, 175. 
Plumbing and hydrotherapeutic fixtures and equipment. 

Ernest Mounier, Inc., Boston, Mass. 66-a. 
Rubber goods, glassware, etc. 

National Child Welfare Ass’, New York City. 218. 
Non-commercial. 

National Hospital Day Committee. 229. 
Exhibit of material on observation of National Hospital 

Day. (Non-commercial.) 

Northey Mfg. Co., Waterloo, Iowa. 
Refrigerators. 

A. J. Nystrom & Co., Chicago, IIl. 
Anatomical charts. 

Out-Patient Committee. 164, 166, 168 and 170. 

Palmolive Co., Milwaukee, Wis. 50. 
Soaps, for laundry and individual use. 

Paragon Dishwashing Syndicate, Inc., Buffalo, N. Y. 228, 

230. 

“Paragon” dishwashing machines. 

Permutit Co., New York City. 165. 
Water-softening equipment. 

Pfaudler Co., Rochester, N. Y. 
Laundry chute. Geo. F. Kroha and H. W. Pettingill in 

charge. 


Albert Pick & Co., Chicago, IIl. 
9 


Model Kitchen. 2. 


232. 


42, 46—Model Kitchen 


Furniture, glass and china, and kitchen equipment; one 
booth will be equipped as a complete hospital room, while 
the Model Kitchen exhibit will contain the “Pix” steamer 
and the Petersen coffee urn. Messrs. Fischer, Loeser and 
Veit in charge. 

Prosperity Co., Syracuse, N. Y. 

Power garment press. 
Randles Mfg. Co., Ogdensburg, N. Y. 


Nurses’ uniforms. 


141. 


145. 
Earl Randles in charge. 














An Interesting Exhibit 
Staple Hospital Supplies— 


Such as 

Surgical Instruments (a wide line) 

Rubber Goods (made to our specifications) 
Gowns (patients’ and surgeons’) 

Hospital Furniture 

Enamelware, etc., etc. 







The Jenkins lifter—a splendidly practical item. 






“Fibrotta Ware” containers, dishes, etc.; acid 
A new therapeutic lamp—moderately priced. 
A new food cart which will please your dietit 













Mr. Earl D. Hoo 


30 E. Randolph St. 











At Space 55 


And New Items Not Heretofore Displayed— 


The “Universal” gauze cutter—needed in every hospital. 


There are others worth your inspection—it will be a pleasure to show them to you. 


Colonial Hospital Supply Co. 





of Things You Need 


proof and unbreakable. 


ian. 


d in Charge 


Chicago, IIl. 
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Burnitol Paper Sputum Cups and 
Pocket Flasks always live up to the 
most exacting expectations of perfect 
service—no matter how critical; and, on 
that basis, have achieved a reputation 
for quality and dependability among 
the leading General and Tubercular 
Hospitals throughout the United 
States, Canada and other oreign 
countries. 


Proof of quality and value is in the fact we'll ship on 
approval—and let you judge for yourself. Our products 
are guaranteed not to leak or money back. Write us today. 


EACH PATIENT SHOULD HAVE HIS 
OWN PAPER CUP 


Disposal of Sputum, which may at any or all 
times be infected—is receiving more and more at- 
tention and is now being as cautiously and partic- 
ularly handled in the Leading General Hospitals 
as in the Contagious and Tubercular Hospitals. 


BURNITOL MFG. CO., Everett Station, BOSTON, MASS. 


Chicago Branch—1165 Sedgwick St. San Francisco Branch—635 Howard St. 
Sputum Cups Paper Cusplidors Crepe Tray Covers Paper Drinking Cups 


Sputum Cup Holders Hemorrhage Boxes Paper Bags Paper Towels 
Pocket Sputum Flasks Paper Doilles Paper Napkins Tollet Paper 


At the A. H. A. Convention with Will Ross, Inc., Spaces 24, 30, 36 
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Read Machinery Co., York, Pa. (Adv. p. 36.) 169, 171— 
Model Kitchen. 8. 
Read kitchen mixing machines, and a complete bakery 
sifting and mixing unit. O. R. Read, R. H. Lookingbill 

and H. L. Williams in charge. 

Will Ross, Inc., Milwaukee, Wis. 24, 30, 36. 

Three units, one of which will show the manufacture of 
hospital garments, another a full line of paper products, 
including tray covers, etc., and the third, hospital and 
curgical supplies. Mr. Ross in charge. 

Safety Anaesthesia Apparatus Concern, Chicago. (Adv. 

p. 8.) 74-A. 

The “Safety” nitrous-oxid-oxygen gas apparatus for 

aesthesia, and reports on its use with ethylene. Mr. 

\icCurdy in charge. 

Sayers & Scovill Co., Cincinnati, O. (Adv. p. 37.) Hall. 
New model “Kensington” ambulance and invalid car, 
ly equipped with stretcher, chairs, etc. Mr. E. E. Hess 
charge. 

Scanlan-Morris Co., Madison, Wis. 63, 67. 

“White Line” furniture, operating-room equipment and 

rilizers. Messrs. Scanlan and Rudisill in charge. 

F. O. Schoedinger, Columbus, O. 25, 27. 

“Fosco” metal furniture, operating room tables, etc. 

A. Seidel & Sons, Chicago. 156. 

Jelly-making equipment. 

John Sexton & Co., Chicago. (Adv. p. 40.) 47, 48. 
Canned fruits and vegetables, featuring a new line of un- 

sweetened goods for diabetics. Sherman J. Sexton, sales 

manager, Thomas F. Weldon, William P. Bergs and John 

F. Pendergast in charge. 

Sharp & Smith, Chicago, Ill. 23, 29. 

Hospital and surgical supplies and equipment. 

Dr. G. H. Sherman, Detroit, Mich. 3-B. 

Vaccines. 
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Simmons Co., Chicago, Ill. 127, 129, 131, 133, 147, 149, 151, 
153, 155. 
Steel beds and bed-room furniture, bedding, etc. 
John E. Smith’s Sons Co., Buffalo, N. Y. Model Kitchen 
x 


Chopping machine. 

E. R. Squibb & Sons, New York City. 41, 45. 

Drugs and pharmaceuticals. 

Standard Apparel Co., Cleveland, O. 5. 

Nurses’ capes and uniforms. Mr. Kaufmann in, charge. 
Stanley Supply Co., New York City. (Adv. p. 38.) 49,51. 

General hospital and surgical supplies, with a number 
of special items. Dr. S. J. Stanley, C. Henderson, S. Fein, 
A. B. France and H. Ellis, Jr., in charge. 

Statistical Exhibit of Hospital Social Work. 222. 
Stedman Products Co., South Braintree, Mass. (Adv. p. 
12} - zs. 125. 

Stedman “Naturized” reinforced rubber flooring, wain- 
scoting and wall materials. Mr. Stedman and assistants in 
charge. 

Thorner Bros., New York City. 31, 33, 37. 

Hospital and surgical supplies and equipment. Eugene 
Thorner in charge. 

Toledo Cooker Co., Toledo, O. 
Kitchen 18. 

“Tdeal” insulated food-conveyors. Mr. Swartzbaugh in 
charge. 

Toledo Technical Appliance Co., Toledo, O. 59. 

Anaesthetizing and basal metabolism apparatus. 
Trained Nurse & Hospital Review, New York. 188 

Nursing and hospital journal. 


Union Steel Products Co., Albion, Mich. Model Kitchen. 
4, 


(Adv. p. 6.) Model 


3akery equipment. 
U. S. Industrial Alcohol Co., Chicago and New York. 9-B. 
Tax-free alcohol. 











cleaning problems with the result that the 


over as the “cleanliness of health.” 











Better Service at Lower Cost 


So much time must be devoted to the relief of mental and physical suffering of the sick 

that the hospital welcomes those factors which assist in the efficiency of hospital routine. 
Cleaning—whether it be in the laundry or of the building and equipment — is so vitally 

essential to careful hospital operation that many years of close study was devoted to hospital 


Wyandotte Cleaning Specialties 


have been for a decade the standard producers of that sanitation recognized by hospitals the country 


Moreover, this wide experience gained in hospitals large and small, has enabled the manufacturers 
to perfect a service which insures the most efficient and economical use of these special cleaners. 


When our service men have surveyed your hospital and in cooperation with 
you have planned your cleaning service on a basis of best results it will sur- 
prise you how greatly your cleaning costs will be reduced. 


This service is free to users of Wyandotte Cleaning Specialties. 


Ask your supply house or write 


THE J. B. FORD CO., 






for further information. 


Sole Mnfrs., Wyandotte, Michigan 
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Deep Therapy 


Treatment Room 











Wesley Memorial 
Hospital, Chicago 














Two Hundred Thousand Volts 
and Deep Therapy 


The application of X-rays in deep-therapy, 
with the aid of Coolidge tubes operating at 
200,000 volts and more, would hardly have 
been possible at the present time had it not 
been for systematic Victor research. No 
more striking example of the part that Victor 
researchand development have played in the 
advance of roentgenology can be found. 


The well-known Coolidge tube, the 
Victor-Kearsley Stabilizer for the accurate 
automatic control of dosages, voltage read- 
ings by the accurate Victor sphere-gap, the 
Coolidge filament transformer, the corona- 


less overhead system, the deep-therapy table 
and its tube stand, the Snook type rectify- 
ing switch—in a word, every element of this 
deep-therapy apparatus would not be in ex- 
istance today without the long, patient 
systematic Victor research and development 
by which it was evolved. 

In developing this deep-therapy equip- 
ment, which has wonderfully widened the 
application of X-rays, the Victor X-Ray 
Corporation has simply carried out its oft- 
expressed obligation to advance roentgenol- 
ogy in co-operation with the foremost 
medical authorities. 


See our Exhibit at the Milwaukee Convention 


VICTOR X-RAY CORPORATION, 236 South Robey Street, Chicago, IIL. 


Sales Offices and Service Stations in All Principal Cities 
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U. S. Rubber Co., New York City. 144, 146. 

Rubber and rubber tile flooring. Mr. Kavanaugh in 
charge. 

U. S. Slicing Machine Co., La Porte, Ind. Model Kitchen 
15. 

Slicing machines. 

Universal Hospital Supply Co., Chicago, Ill. (Adv. p. 33.) 
90, 92. 

General hospital and surgical supplies, featuring a new 
patented washer for ice-caps and other new items, at spe- 
cial convention prices; souvenirs to visitors. C. G., H. D. 
and S. G. Connor in charge. 

Utica Steam & Mohawk Valley Cotton Mills, Utica, N. Y. 
(Adv. p. 34.) 62. 
Sheets and pillow cases. 
Ventilight Co., Columbus, O. 191. 

Shade adjuster. 

Victor X-Ray Corporation, Chicago, Ill. (Adv. p. 30.) 
102. 

“Victor” X-ray and other physiotherapeutic equipment. 
Vitonet Mfg. Co., Chicago, Ill. (Adv. p. 23.) 9-A. 

Electrically-heated pads and blankets. 

Vorclone Co., Milwaukee, Wis. 137. 

Drying tumblers and fans for laundry and other pur- 
poses. 

P. C. West Mfg. Co., Chicago, Ill. 231. 

Can opener. 

Wisconsin School for the Deaf, Delevan, Wis. 182. 

Non-commercial. 

Wright Rubber Products Co., Racine, Wis. 180. 


Interlocking rubber flooring tile. Mr. Wright in charge. 
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INDEX TO EXHIBITS 


(Consult this index to locate exhibits of items in which you 
are interested; for booth numbers see alphabetical index.) 


A 
Absorbent Cotton and Gauze. 
(See also Hospital and Surgical Supplies.) Frank S. 
3etz Co.; Colonial Hospital Supply Co.; Hospital Supply 
Co.; Hygienic Fibre Co.; Lewis Mfg. Co. 


Alcohol 
Chicago Grain Products Co.; U. S. Industrial Alcohol 
O. 


Aluminum Ware. 
Model Kitchen; Aluminum Cooking Utensil Co.; Albert 
Pick & Co. 


Ambulance. 
Sayers & Scovill Co. 


Anaesthesia Apparatus. 
Heidbrink Co.; Safety Anaesthesia Apparatus Concern; 
Toledo Technical Appliance Co. 


Anatomical Charts and Models. 
Colonial Hospital Supply Co.; Denoyer-Geppert Co.; J. 
B. Lippincott Co.; A. J. Nystrom & Co. 


B 
Bakery Equipment. 
Century Machine Co.; Hobart Mfg. Co.; Albert Pick & 
Co.; Read Machinery Co.; Union Steel Products Co. 


Bandages 

(See also Hospital and Surgical Supplies.) Becton, 
Dickinson & Co.; Frank S. Betz Co.; Hygienic Fibre Co.; 
Lewis Mfg. Co. 
Beds. 


H. D. Dougherty & Co.; Frank A. Hall & Sons; Albert 
Pick & Co.; Simmons Co. 
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We have waggons and equipment for 
every known condition of food service. 


Send for our new catalog showing 
our complete line. 


389 Rider Avenue, New York, N. Y. 


The Drinkwater Company 


Food Service Waggons 


Booth 68, A. H. A. Convention 
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MARY FRANCES KERN extends a cor- 
dial invitation to all delegates and visitors to 
the Twenty-Fifth Annual Convention of the 
American Hospital Association in Milwau- 
kee, October Twenty-Ninth to November 
Third, to visit the Chicago office of her 
organization, on their way to or from the 
convention. 





Mary Frances Kern 


Financial Campaigns 


1340 Congress Hotel Chicago, II. 
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Blankets. 

H. W. Baker Linen Co.; Clark Linen Co.; Goldsmith, 
Lowenfels & Co.; Albert Pick & Co. 

Books. 

Hospital Management; J. B. Lippincott Co.; MacMillan 
Co.; Modern Hospital. 

Brushes, Mops, Etc. 
samuel Lewis. 
Building Materials. 

\rmstrong Cork Co.; Bonded Floors Co.; Crane Co.; 
Jolns-Manville Co.; J. L. Mott Iron Works; Stedman 
Products Co.; U. S. Rubber Co.; Wright Rubber Products 
Co. 

Butter Servers. 
<nox Products Co.; Albert Pick & Co. 


Cc 

Call and Signal Systems. 

Connecticut Telephone & Electric Co.; Holtzer-Cabot 
Electric Co. 
Canned Goods. 

California Peach and Fig Growers; W. N. Clark Co.; 
Coast Products Co.; John Sexton & Co. 
Can Opener. 

P. C. West Mfg. Co. 
Casters and Wheels. 

Colson Co. 
Cellucotton. 

Lewis Mfg. Co. 
China and Glassware. 

\lbert Pick & Co. 

D 

Disinfectants and Chemicals. 

Midland Chemical Laboratories. 
Dish-Washing Machines. 

( olt’s Patent Fire Arms Mfg. Co.; Crescent Washing 
Machine Co.; Paragon Dishwashing Syndicate. 
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E 
Electric Blankets and Pads. 
Vitonet Mfg. Co. 
F 
Flooring Materials. 
Armstrong Cork Co.; Bonded Floors Co.; Flooring Com- 
mittee; Stedman Products Co.; U. S. Rubber Co.; Wright 
Rubber Products Co. 


Food Products. 

California Peach & Fig Growers; W. N. Clark & Co.; 
Coast Products Co.; Genesee Pure Food Co.; Horlick’s 
Malted Milk Co.; Chas. B. Knox Gelatine Co.; John Sex- 
ton & Co. 


Food Trucks. 

Colonial Hospital Supply Co.; Colson Co.; Drinkwater 
Co.; Toledo Cooker Co. 
Forms and Records. 

Hospital Standard Publishing Co. 


Furniture. 

Albatros Metal Furniture Co.; Frank S. Betz Co.; H. D. 
Dougherty & Co.; Albert Pick & Co.; Scanlan-Morris 
Co.; F. O. Schoedinger; Simmons Co. 


G 
Garments (Aprons, Gowns, Uniforms.) 

Altro Mfg. Co.; American Hospital Supply Corp.; H. 
W. Baker Linen Co.; Frank S. Betz Co.; E. W. Marwin 
Co.; Colonial Hospital Supply Corp.; Albert Pick & Co.; 
Randles Mfg. Co.; Standard Apparel Co.; Universal Hos- 
pital Supply Co. 

Gauze. 

(See also Absorbent Cotton and Gauze; Hospital and 
Surgical Supplies.) American Hospital Supply Corp.; 
Becton, Dickinson & Co.; Hygienic Fibre Co.; Lewis Mfg. 
Co. 

Gelatine Desserts. 
Genesee Pure Food Co.; Chas. B. Knox Gelatine Co. 





44/40 Mesh 
Flat Bandage 
Wrapped and _ sealed, assorted 
evenly in sizes 21%", 3", 31%” toa 
case of 192 dozen. 
These bandages are 6 yds. long 
and the very best quality. 


60c Per Dozen 


Only orders for full cases of 192 dozen can be 
accepted. 


500-510 North Dearborn St. 





Convention Special! 


Reduced Prices on Standard Gauze Bandages 


SEND FOR OUR COMPLETE HOSPITAL CATALOG 


UNIVERSAL HOSPITAL SUPPLY CO. 


Booths No. 90-No. 92 American Hospital Convention 
Milwaukee, Wisc., Oct. 29-Nov. 3 Inclusive 


44/40 Mesh 
Rolled Bandage 
Wrapped and _ sealed, assorted 
evenly in sizes 21%4", 3", 3%" toa 

case of 120 dozen. 
These bandages are 10 yds. long 
and the very best quality. 


90c Per Dozen 


Only orders for full cases of 120 dozen can be 
accepted. 


Chicago 
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[NEw CITADEL HOSPITAL~MILITARY COLLEGE OF SOUTH CAROLINA. 
~ =i) CHARLESTON, SOUTH CAROLINA “ ee 


Lockwood, Greene & Co., Architects and Engineers, Atlanta, Ga. 
Electrical Supply Co., Electrical Contractors, Charleston, S. C. 


Hospital Signaling 
Systems 


The New Citadel Hospital, Military College of 
South Carolina, Charleston, S. C., is another 
new Hospital equipped with Holtzer-Cabot 
Signaling Systems. 


Holtzer-Cabot’s fifty years of leadership in the 
manufacture and development of Signaling Sys- 
tems is a protection that the Architect & Engi- 
neer, the Hospital Management and Working 
Staff cannot conscientiously overlook. 


This is why more and more Architects and 
Engineers are specifying Holtzer-Cabot Sys- 
tems exclusively. 


Architects, Engineers and Members of Building 
Boards are invited to write for brochures “Sig- 
nal Systems for Hospitals” and “Signal Systems 
for Schools.” 


Holtzer-Cabot Engineers are at the service of Archi- 
tects and their clients at all times. Just communicate 
with our nearest office. 


THE HOLTZER-CABOT 
ELECTRIC CoO. 


Electrical Signaling Systems 
Home Office and Factory 
125 Amory Street, Boston, Mass. 


Branch Offices 


Chicago, IIL... 6161-65 So. State St. 
New York, N. Y. ----101 Park Ave. 
Baltimore, Md 1104 Union Trust Bldg. 
Minneapolis, Minn...... 627 Metropolitan Life 
Cleveland, Ohi 517 Union 
Philadelphia, Pa. pistes 807 Otis 
Detroit, Mich ane 1051 Book . 
Atlanta, Ga. 1511 Healy Bldg. 
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' Suppose they had to 
Operate in the Kitchen! 


OULD the presence of old-time dishwash- 
ing methods be a menace? Are you using 

1923 methods in your operating room and 1900 

methods in your kitchen ? : 


Modern hospitals now use the Autosan to insure 
economy, efficiency and health, for the Autosan 
sterilizes tableware. The Autosan cuts out 9 oper- 
ations formerly thought necessary in dishwashing. 
It requires less water, power and labor, and you 
save about 50 per cent of your dishwashing labor 
cost and 60 per cent of your breakage expense. 
Cut operating expenses. Write for Folder KB-87 | 
Colt’s Patent Fire Arms Mfg. Co. 
B-87 Hartford, Conn., U.S. A. 


AUTOSAN ian 


TRADE MARK REGISTERED U.S. PAT. OF FICE 











Look for 
this Pe 


QUALITY 
SUARANTEE? 


REG. IN U.S. PAT. OFF. 


Sheets and Pillow Cases | 


are recognized by the Hospital and Institutional 
trade as especially suitable for their use. Con- 
structed of heavy-bodied cotton, and so woven as 
to give satisfactory service through the hard wear 
and repeated launderings to which they are sub- 
jected. 

Our “Mohawk” brand is a high grade sheeting, 
not quite so heavy as the Utica. 


UTICA STEAM AND MOHAWK VALLEY COTTON MILLS 
UTICA, N. Y. S 
Established 1848. Times change, but ‘‘Utica’”’ remains a Standard £ d 
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Hospital Furniture. 
(See Furniture.) 


Hospital and Surgical Supplies. 

American Hospital Supply Corp.; Becton, Dickinson & 
Co.; Frank S. Betz Co.; Colonial Hospital Supply Co.; 
Hospital Import Co.; Hospital Specialty Co.; Hospital 
Supply Co.; Hygienic Fibre Co.; Kny-Scheerer Corp.; E. 
H. Karrer Co.; Henry L. Kaufmann & Co.; Lewis Mfg. 
Co.; Massillon Rubber Co.; Meinecke & Co.; Morris Hos- 
pital Supply Co.; Ernest Mournier, Inc.; Will Ross, Inc.; 
Sharp & Smith; Stanley Supply Co.; Thorner Bros.; Uni- 
versal Hospital Supply Co. 

Hydrotherapeutic Equipment. 
Crane Co.; J. L. Mott Iron Works. 


Hypodermic Needles. 
See Hospital and Surgical Supplies. 


Identification Necklaces. 

J. A. Deknatel & Son. 
Incinerators. 

Goder Incinerator Co. 
Indelible Ink. 

\pplegate Chemical Co.; E. H. Karrer Co. (National 
Marking Machine Co.) 
Invalid Cars. 

Sayers & Scovill Co. 
Invalid Chairs. 

(See also Hospital and Surgical Supplies.) Frank S. 
Betz Co.; Colson Co. 

; J 
Journals. 

\merican Journal of Nursing; Hospital Buyer; Hospital 
Management; Hospital Progress; Journal of the Ameri- 
can Medical Ass’n; Modern Hospital; Trained Nurse & 
Hospital Review. 

K 
Kitchen Equipment. 

Aluminum Cooking Utensil Co.; Josiah anstice & Co.; 
Century Machine Co.; Colt’s Patent Fire Arms Mfg. Co.; 
Crescent Washington Machine Co.; Drinkwater Co.; 
Duparquet, Huot & Moneuse Co.; Edison Electric Ap- 
pliance Co.; Hobart Mfg. Co.; A. L. Keifer & Co.; Knox 
Products Co.; Lyons Sanitary Urn Co.; Henry Lange 
Mfg. Co.; Northey Mfg. Co.; Albert Pick & Co.; Read 
Machinery Co.; John E. Smith Sons Co.; A. Seidel & 
Son; Toledo Cooker Co.; Union Steel Products Co.; U. S. 
Slicing Machine Co.; P. C. West Mfg. Co. 

L 
Laboratory Apparatus and Supplies. 

(See also Hospital and Surgical Supplies.) Frank S. 
Betz Co.; Hospital Supply Co.; Kny-Scheerer Corp. 
Laundry Chute. 

Pfaudler Co. 

Laundry Machinery and Supplies. 

(See also Soaps and Cleansers.) American Ironing Ma- 
chine Co.; American Laundry Machinery Co.; Applegate 
Chemical Co.; E. H. Karrer Co. (National Marking Ma- 
chine Co.); Keever Starch Co.; W. T. Lane & Bros.; Pros- 
perity Co.; Vorclone Co. 

Lighting Equipment. 

\rtificial Daylighting Co.; Edwin F. Guth & Co.; Venti- 
light Co. 
Linens and Textiles. 
_H. W. Baker Linen Co.; Clark Linen Co.; Converse & 
Co.; Goldsmith, Lowenfels & Co.; Albert Pick & Co.; 
Utica Steam & Mohawk Valley Cotton Mills. 

M 

Malted Milk. 

Horlick’s Malted Milk Co. 
Marking Machines and Ink. 

Applegate Chemical Co.; E. H. Karrer Co. (National 
Marking Machine Co.) 
Mattresses. 

Frank S. Betz Co.; Frank A. Hall & Sons; Albert Pick 
& Co.; Simmons Co. 














OUR CASE RECORDS 
AND CHARTS 


are used in more than one-fourth of 
the hospitals in the United States 
and Canada. 


Every superintendent should have 
our catalogs. Write and they will 
be mailed without charge. 


American College of Surgeons Forms 
Case Records for Tuberculosis Sanatoria 
Catalog No. 8 of Miscellaneous Charts 


Special forms to order, also all 
forms recommended by American 
Hospital Association. 


Prices on application 


HOSPITAL STANDARD PUBLISHING CO. 


36-42 SOUTH PACA STREET BALTIMORE, MD. 

















The Original Malted Milk 




















Reliable Invalid Food 








For many years, Horlick’s Malted 
Milk has occupied a prominent 
place in the diet lists of hospitals. 
It affords a satisfactory solution to 
the dietetic problems in connection 
with the treatment of pneumonia, 
typhoid fever, gastric ulcer, and 
other morbid conditions tending to 
impair the digestive function. 


Avoid imitations. Samples, 
order cards, and literature 
prepaid. 


HORLICK’S, Racine, Wis. 
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RUBBER 
SHEET 


PEGE 





Tax-F rie | ‘eslual 


PURE Chemically made 
Grain From corn, rye and malt. 
ALCOHOL Surpasses U. S. P. standard. 


Service by Experts 


Our tax-free department is in charge of a 
specialist in this line, who has devoted over 
five years to this work, and is familiar with peat 
every detail. We can thus assure you of invite you to see our 
freedom from technical and legal red-tape, new models demonstrated. 
and of prompt attention. Permits are han- We can show you how you 
dled with the utmost care, and assistance is can reduce your present rub- 
given in procuring permits, and in making ; 4 alt 
reports, renewals and changes. ber-sheeting costs and elim- 
You are invited to confer with our Mr. Elmer inate all of your mattress 


Jourdain, special representative on Tax-Free 


Alcohol, cither at the convention or by mail. protection problems. 


Chicago Grain Products Co. HENRY L. KAUFMANN & CO. 
139 No. Clark St. 15 School St. Boston, Mass. 


Chicago, Til. ARE YOUR PATIENTS COMFORTABLE? 















































What is actually needed 


in the kitchen to make it more profit- 
able and dependable? A machine that 
will mix bread and roll doughs, cakes 
and pastries—whip cream—mix and 
sieve soups — mash potatoes — crush 
fruits — grind coffee and meat — slice 
vegetables — do this and many other 
things at all times and uniformly. 





Write for a catalog. 
| 


READ MACHINERY CO. York, Pa. 


KITCHEN MACHINES AND BAKERY OUTFITS 
See Our Display at the Convention 
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Mixing Machines. 

(See_also Kitchen Equipment). Century Machine Co.; 
Hobart Mfg. Co.; Read Machinery Co. 

Monel Metal. 

International Nickel Co. 

N 
Non-Commercial Exhibits. 

\merican Association of Hospital Social Workers; 
American Journal of Nursing; American Medical Associa- 
tion; Committees on Cleaning; Canned Goods; Dispensary 
‘Development, etc.; Hospital Buyer; Hospital Library and 
Service Bureau; Hospital Management; Hospital Prog- 
ress; Insulin Demonstration; Modern Hospital Pub. Co.; 
National Child Welfare Association; National Hospital 
Day Committee; Out-Patient Committee; Selected Plans 
for Tuberculosis Sanitaria; Statistical Exhibit of Hospi- 
tal Social Work; Trained Nurse & Hospital Review; Wis- 
consin School for the Deaf. 

Oo 
Occupational Therapy Supplies. 

Grand Rapids Fibre Cord Co.; J. L. Hammett Co. 
Operating Room Equipment. 

Bice also Hospital and Surgical Supplies; Sterilizers). 

nk S. Betz Co.; H. D. Dougherty & Co.; Kny-Scheerer 
phe BE; ©. Se hoedinger; Scanlan-Morris Co. 
Pp 
Paper Goods. 


Dennison Mfg. Co.; Will Ross, Inc. 


Pharmaceuticals. 
E. R. Squibb Co. 
Plumbing Fixtures. 
Crane Co.; J. L. Mott Iron Works. 
R 
Refrigerators. 
L. Keifer Co.; Northey Mfg. Co. 


Rubber Goods. 

See Hospital and Surgical Supplies. 
Rubber Sheeting. 

See Hospital and Surgical Supplies; Waterproof Sheet- 
ing 


S 
Shoes. 
Morse & Burt Co. 
Signal Systems. 


Connecticut Telephone & Electric Co.; 
Electric Co. 


Holtzer-Cabot 


Slicing Machines. 

John E. Smith Sons; U 
Soda (Washing). 

B. Ford Co. 
Soaps and Cleansers. 

J. B. Ford Co.; Green Oil Soap Co.; Samuel Lewis; 
\lbert Pick & Co.; Palmolive Co.; John Sexton & Co. 
Sterilizer Controls. 

Archibald W. Diack. 


Sterilizers. ay i! 

_ (See also Hospital and Surgical Supplies). ‘American 
Sterilizer Co.; Frank S. Betz Co.; Wilmot Castle Co.; 
onary Supply Co.; Kny-Scheerer Corp; Scanlan- 
MLOTTIS oO. 


S. Slicing Machine Co. 


Vv 
Vaccines. 
G. H. Sherman, M.D. 


Waterproof Sheeting (Not Rubber). 
E. A. Armstrong Impervo Co.; Converse & Co. 
Water-softening Equipment. 
Permutit Co. 
xX 


X-Ray: Apparatus and Supplies. 
Victor X-Ray Corporation. 
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The Kensington, America’s most talked-of invalid car 


Awaiting You at 
Milwaukee 


See it at the Exposition of the Annual Hospital 
Conference, October 29-November 3. 


It will appeal to your professional instincts as 
a most worthy adjunct to the modern hospital, 
and you will admire it for its beauty and grace 
and mechanical excellence. 


S & S representatives will be there and will 
take pride in showing you the Kensington and 
explaining its technical details. May they have 
that pleasure? 


THE SAYERS & SCOVILL COMPANY 
CINCINNATI 


hi, S 


7 ILA | eee ‘it iN 
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FOR WET DRESSING 
COVERINGS 


IMPERVIOUS FORM 


Is softer, more pliable, easier to handle and less expensive 
. than other impervious materials. Impervious to water at 
all temperatures, holds the heat where hot packs are 
applied, does not deteriorate. Furnished in single or 
double weights. Rolls 18” x 4 yards. “Hospital” (single 
weight) $2.00, “Hospital Heavy” (double weight) $2.50. 


May be secured from your nearest Supply House. 


The Cilkloid Co. - - 


Marshalltown, Iowa 
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All those attending the American Hospital 
Association Convention are cordially invited 
to visit our exhibit in booths Nos. 49 and 51 
where we will have on display many new 
items of interest. 


Stanley Supply Company 


HOSPITAL SUPPLIES AND EQUIPMENT 
118-120 E. 25th Street New York City, N.Y. 



































Hospital Linen Requirements 


Table Cloths Sheets and 
Table Covers Pillow Cases 
Napkins Bed Spreads 
Huck Towels \ \ Blankets 
Face Towels ; : Comfortables 
Bath Towels ; = Quilts 
Roller Towels ; a Mattress Protectors 
Kitchen Towels b Coats and Aprons 
Dish Towels . for Attendants 
Round Thread Sampson 

Sheets and Cases Bath Towels 














Samples and Prices Will Be Sent Upon Request 


igee) 
H.W. BAKER LINEN Co. 


41 Worth St., NEW YORK, N. Y. 
BOSTON PHILADELPHIA CHICAGO LOS ANGELES SAN FRANCISCO 
See Our A. H. A. Convention Exhibit—Booth 10 
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Your Copy 
Of a Great Work 


Is Waiting For You 


Have you ever had to find out the bed 
capacity of another hospital ? 


Or wished to know whether a friend 
was still at the head of a certain institu- 
tion? 

Or wondered whether the laws of a 
certain State required the standard cur- 
riculum for training schools? 


Or had occasion to learn the extent to 
which the courts place liability on hos- 
pitals for injuries to visitors? 


A Place to Look 


If you have wished a source of in- 
formation on these or any of a multi- 
tude of other topics of vital, every-day 
interest to hospital executives, you will 
lose no time in securing your copy of 
the American Hospital Digest & Direc- 
tory. 


It was compiled for you. It contains 
the first directory ever compiled for 
hospital people of the hospitals of the 
United States and Canada. 


It gives you the first digest ever com- 
piled of the hospital and nursing laws 
and regulations of the several States, 
including workmen’s compensation leg- 
islation and of the court and other 
legal decisions affecting hospitals. 


See it at Space 224. 
Write to Us About It. 


Crain Publishing Company 


Publishers of Hospital Management 


537 S. Dearborn St. Chicago, IIL 























[MPERV 


A Sanitary, Durable and 
- Economical Waterproof 
Sheeting 


IMPERVO is much superior to all rubber- 
ized materials. It is lighter in weight, more 
readily cleansed and much more comfortable 
for the patient. 


IMPERVO costs less, wears longer and is a 
sure protection against acids, urine, blood, 
for any occasion demanding waterproof mate- 
rial. 


IMPERVO is supplied in laboratory aprons 
for doctors and nurses, operating table cush- 
ions, bed sheets of various sizes and rolls for 
general purposes. 


Write for samples and complete information 
on IMPERVO Waterproof Sheeting. 


Many of the country’s leading hospitals 
now use Impervo. We shall be glad to 
furnish names on request. 


E. A. ARMSTRONG 
IMPERVO CO. 


Dept. A 
P. O. Box 38 Watertown 72, Mass. 
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MARKET OUTLOOK AND MONTHLY QUOTATIONS 
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W hat of the Food Market? 


Experienced buyers know the importance of keeping closely in touch with 
the great food markets of the world. By this means they save their in- 
stitutions important sums of money—stabilize costs—and with all, stead- 
fastly maintain food quality standards that are the envy of their competitors. 


In this all-important work of keeping buyers in touch with the food market, 
our market Outlook and Monthly Quotation Sheet is assuming a prom- 
inent place. The ever increasing number of inquiries and compliments 
received by us from buyers throughout the United States indicates the in- 
terest in this brief monthly summary of significant market factors and 
testifies to the benefits derived from it. 


Does this bulletin come to your desk promptly on the first of each month? 
Perhaps it is misdirected in the mass of mail that reaches your Institution. 
Why not let us put your personal name on our mailing list and make 
certain that you regularly enjoy this added feature of Sexton service, 
worked out to assist our patrons? 


eh THY 
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In hospitals all over the country, Crane 
materials in the sanitary and heating 
systems are proving their durability 
and economy through years of exacting 
usage, The lasting character of Crane 
valves, fittings, piping and fixtures re- 
sults in lower upkeep costs as well as 


THE NURSES’ HOME OF THE KITCHENER AND WATERLOO HOSPITAL, KITCHENER, ONTARIO, IS EQUIPPED THROUGHOUT 
1TH CRANE PLUMBING AND HEATING. BATTLER AND FRIEBURGER ARE THE PLUMBING AND HEATING CONTRACTORS 


SANITATION FOR EVERY HOSPITAL NEED 


longer life. After experience with 
Crane equipment, hospital officials 
usually specify Crane sanitation and 
heating for all their new buildings or 
extensions. Crane quality satisfies all 
their demands while Crane service 
simplifies the obtaining of materials. 


CRANE 


GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVE., CHICAGO 
Branches and Sales Offices in One Hundred and Forty Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City 
Works: Chicago, Bridgeport, Birmingham, Chattanooga and Trenton 
CRANE, LIMITED, MONTREAL. CRANE-BENNETT, L1p., LONDON 


CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO 
C® CRANE, PARIS 


“Premo” Lavatory with Dental Basin 
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The Best in Supplies and Equipment 


Will Give You the Best Results in Your Laundry 


The Sanitary Wash Room Truck 


Galvanized Tank and Steel Frame 
Practically Indestructible 


The Sanitary Wash Room Truck is designed for holding 
the garments in taking them from the washer to the extractor. 

If the extractor should be in use, the truck can be used 
as a receptacle for holding the garments. 

This truck is so constructed that the garments are allowed 
to drain freely without coming in contact with the drainage, 
due to a false bottom arrangement on the inside. 

Notice the draw-off cock at the bottom for drawing off 
all drainage. 


The tank is removable from the steel frame for cleaning, 


P rice—$35.00 therefore it is thoroughly sanitary. 





The ABESTO Automatic “Self-Control” Electric 
Iron 


A Turn of the Key regulates the heat. It Saves Current— 
Time—Labor. 


Regulate the ABESTO Automatic Electric Iron for the 
required heat for ironing and it delivers exactly that 
heat, no matter how heavy or light your ironing. It 
will not use any more current than necessary to keep 
the iron at the right temperature. Any temperature 
of heat between 300 and 600 degrees F. can be main- 
tained throughout the entire ironing operation. 


Special approval by the National Board of Fire 
Underwriters. 


. _ {No. 612—7 lb. size, each - - $10.00 
Prices \ No. 9—9 Ib. size,each - - - 11.00 


Be sure to specify your exact voltage and current. 


Fry’s Perfect Indelible Marking Ink 


For Marking Machines also for Hand Marking 
Guaranteed to stand the Bleaching Process 








CONCENTRATED | | 


Aniline Blue 


Guaranteed Strictly Pure; 

Especially Recommended 

for High Grade Work 
sesaneeneees 


“| THE FRY BROS. C0. 
fe) eas 
MARKING PENS ~ | Seon 
Fry’s Original—Silver Ball Points 2 

Made especially for use 
with indelible ink. Will We recommend our No. 18 
THE FRY BROS.CO Aniline Blue for high grade 


not corrode or rust. LAUNDRY SUPPLIES work. It is absolutely pure 
CINCINNATI, OHIO and specially adapted for all 


Per BE AOMIS ebnvsscnserceseten $ 1.50 institution laundry work, 
Per dozen Price per Ibe $6.00 


THE FRY BROS. CO., Dept. 105-115 East Canal St. 
HIGH GRADE LAUNDRY. SUPPLIES #-!° CINCINNATI OHIO 





























October, 1923 


BOSPITAL 


MANAGEMENT 


45 


Buyer’s Guide to Hospital Equipment and Supplies 


\BSORBENT COTTON 
Hygienic Fibre Co. 
Lewis Mfg. Co. 
ALCOHOL 
Chicago Grain Products Co. 
. S. Littell & Co. 


ALUMINUM WARE 
Albert Pick & Co. 


AMBULANCES 

Sayers & Scovill Co. 
AMBULANCE TIRES 

Lee Tire & Rubber Co. 
ANESTHETIZING APPARATUS 

V. Mueller & Co. 

Safety Anasthesia Apparatus con- 

cern 

S. S. White Dental Mfg. Co. 
BAKERY EQUIPMENT 

Century Machine Co. 


Albert Pick & Co. 
Read Machinery Co. 


BANDAGES 
Becton, Dickinson & Co. 


BEDS 
Frank S. Betz Co. 

H. D. Dougherty & Co. 
Mandel Bros. 
Albert Piek & Co. 

BEDDING 
H. W. Baker Linen Co. 
Mandel Bros. 

Albert Pick & Co. 

BED PANS AND URINALS 
Frank S. Betz Co. 
Meinecke & Co. 

Stanley Supply Co. 

BED PAN RACKS 
H. D. Dougherty & Co. 
Market Forge Co. 

BLANKETS 
H. W. Baker Linen Co. 
Mandel Bros. 

Albert Pick & Co. 

BOILERS 
Herbert Boiler Co. 

BOOKS 
ye Management 

. Putnam’s Sons 

BREATHING MACHINES 
Lungmotor Co. 

Mine Safety Appliances Co. 

BRUSHES 
American Standard Mfg. Co. 
Albert Pick & Co. 

John Sexton & Co. 

BUILDING MATERIALS 
Crane Co, 

CALL SYSTEMS 
Chicago Signal Co. 
Holtzer-Cabot Electric Co. 

CANNED GOODS 
John Sexton & Co. 

CASE RECORDS 


Faithorn Co, 
Hospital Standard Publishing Co. 
Physicians’ Record Co. 


CASTERS 
Colson Co, 


CATGUT 

Am. Hospital Supply Corp. 

Frank S. Betz Co. ee 

= & _—, 7 

anley Su ‘0. 

Max Wocher & Son Co. 
CELLUCOTTON 

Lewis Mfg. Co. 
CEREALS 

Quaker Oats Co. 
CHEMICALS 

Davis & Geck 
CHINA, COOKING 

Albert Pick & Co. 
-HINA, TABLE 

Albert Pick & Co. 
CHOCOLATE PUDDING 

S. Gumpert & Co. 


CLEANING SUPPLIES 
American Standard Mfg. Co. 
Albert Pick & Co. 

John Sexton & Co. 

COCOA 

S. Gumpert & Co. 


COFFEE 
John Sexton & Co. 


COFFEE EQUIPMENT 
Albert Pick & Co. 


CONDENSED MILK 
John Sexton & Co. 


COOLERS, WATER 
Cordley & Hayes 


COTTON 


Lewis Mfg. Co. 
Max Wocher & Son Co. 


DENTAL EQUIPMENT 
S. S. White Dental Mfg. Co. 


DIPLOMAS 
Midland Bank Nete Co. 


DISINFECTANTS 
John Sexton & Co. 


DISINFECTING EQUIPMENT 
American Laundry Machinery Co. 
American Sterilizer Co. 

Wilmot Castle Co. 


DISH WASHING MACHINES 
Colt’s Pat. Fire Arms Mfg. Co. 
Crescent Washing Machine Co. 
Albert Pick & Co. 


DRESSING MATERIALS 
Cilkloid Co 
Lewis Mfg. Co. 


DRINKS 
John Sexton & Co. 
Welch Grape Juice Co. 


DURETTA CLOTH 
Pacific Mills 


ELECTRIC COOKING EQUIP. 
MENT 
Edison Electric Appliance Co. 
ELECTRO-THERAPEUTIC  AP.- 
PARATUS 


Frank S. Betz Co. 
Kny-Scheerer Corp. 
Vitonet Mfg. Co. 


FELT 
American Felt Co. 


FIBREWARE 
Cordley & Hayes 


FILING — 
Faithorn Co. 


FLOOR COVERINGS 
Albert Pick & Co. 


FLOORING 
Thos. Moulding Brick Co. 
Stedman Products Co. 


FOOD CONVEYORS 
Drinkwater Co. 
Market Forge Co. 
Toledo Cooker Co. 
Max Wocher & Son Co. 


FOODS 
Genesee Pure Food Co. 
S. Gumpert & Co. 
Horlick’s Malted Milk Co. 
Chas. B. Knox Gelatine Co. 
Quaker Oats Co. 
John Sexton Co. 
FORMS 
Faithorn C 
Hospital Standard Publishing C Co. 


FUND RAISING SERVICE 
Dean Associates 
Mary Frances Kern 


FURNITURE 

A. Clark Co. 

H. D. Dougherty & Co. 
Mandel _ Bros. 
Albert Pick & Co. 
Stanley Supply Co. 


GARMENTS 
Am. Hospital Supply Corp. 
Frank S. Betz Co. 


Albert Pick “& Co. 


GAUZE 
Lewis Mfg. Co. 


GELATINE 
Genesee Pure Food Co. 
S. Gumpert & Co. 
Chas. B. Knox Gelatine Co. 
John Sexton & Co. 


GLASSWARE 
Mandel Bros. 
Albert Pick & Co. 

L. Rider 


GOWNS, OPERATING 
Frank S. Betz Co. 
Mandel Bros. 

GOWNS, PATIENTS’ 

Am. Hospital Supply Corp. 
Frank S. Betz Co. 


Mandel Bros. 
Will Ross, Inc. 


GRAPE JUICE 
Welch Grape Juice Co. 


HEATING PADS 
Vitonet Mfg. Co. 


HOSPITAL CONSULTANT 
Oliver H. Bartine 


HOSPITAL FURNITURE 
Frank S. Betz Co. 
H. D. Dougherty & Co. 
V. Mueller & Co. 


HOSPITAL PADS 
Lewis Mfg. Co. 
Puritan Mills 
Sharp & Smith 


HOSPITAL SUPPLIES 


m. Hospital Supply Co. 
Wm. H. Armstrong Co. 
Frank S. Betz Co. 

Colonial Hosp. Supply Co. 
H. D. Dougherty & Co. 
E. H. Karrer Co. 

E. F. Mahady Co. 
Meinecke & Co. 

V. Mueller & Co. 
Puritan Mills 

Sharp & Smith 

Stanley Supply Co. 
Universal Hosp. Supply 
Max Wocher & Son Co. 


HOT WATER BOTTLES 
Meinecke & Co. 
Puritan Millis 
Stanley Supply Co. 
Max Wocher & Son Co. 


HYDROTHERAPEUTIC EQUIP- 
MENT 


Co. 


Crane Co. 
Stanley Supply Co. 


HYPODERMIC NEEDLES 


Becton, a ES & Co. 
Frank S. Betz Co. 
Meinecke & Co. 
Stanley Supply Co. 


ICE BAGS 
Meinecke & Co. 
Stanley ar 5 
Max Wocher & Son Co. 


ICE MACHINES 
Automatic Refrigerating Co. 
Brecht Co. 


ICE CREAM FREEZERS 
Albert Pick & Co. 


INDELIBLE INKS 
Applegate Chemical Co. 
Nat. Marking Machine Co. 


INSECTICIDES 
Edgar A. Murray Co. 


INFANTS’ FOODS 
Horlick’s Malted Milk Co. 


INVALID CHAIRS 
Frank S. Betz Co. 
Colson Co. 

Maz; Wocher & Son Co. 


IRONING MACHINES 
American Laundry Machinery Co. 


JOURNALS 
Am. Journal of Nursing 
Hospital Management 
Public Health Nurse 
Trained Nurse and Hosp. Review 


KITCHEN EQUIPMENT 
Century Machine Co. 
Colson Co. 
Colt’s Pat. Fire Arms Mfg. Co. 
Wm. M. Crane Co. 
Crescent Washing Machine Co 
Drinkwater Co. 
Edison Electric Appliance Co. 
McCray Refrigerator Co. 
Albert Pick & Co. 
Read Machinery Co. 
Toledo Cooker Co. 


LABORATORY EQUIPMENT 
Spencer Lens Co. 
Thermo-Electric Inst. Co. 


LABORATORY SUPPLIES 
Spencer Lens Co. 
Thermo-Electric Inst. Co. 


LAUNDRY MACHINERY 
American Laundry Machinery Ce 
Applegate Chemical Company 
Nat. Marking Machine Co. 

Fry Bros. Co. 
Albert Pick & Co. 

LAUNDRY SUPPLIES 


Am. Laundry Mach. Co. 
i —— Company 


bey Bros. Co. 
Nat. Marking Machine Co. 


LINENS 
H. W. Baker Linea Co. 
Cannon Mfg. Co 


Mandel Bros. 
Pacific Mills 
Albert Pick & Co. 


LINEN MARKERS 


Applegate Chemical Co. 
National Marking Mach. Co. 


MARKING MACHINES (LAUN 
DRY) 


Applegate Chemical Co. 

Nat. Marking Machine Co. 
MICROSCOPES 

Spencer Lens Co. 


MICROTOMES 
Spencer Lens Co. 


MIXING MACHINES 
Century Machine Co. 
Albert Pick & Co. 
Read Machinery Co. 


MONEL METAL 
International Nickel Co. 
MOVING PICTURE MACHINES 
Nicholas Power Co., Inc. 


NICKEL WARE 
International Nickel Co. 
Nickel Fabricating Co. 


NURSES’ REGISTRY 
Aznoe’s Central Registry 
Nurses 


PADS AND-CUSHIONS 
American Felt Co. 


PAPER GOODS 
Burnitol Mfg. Co. 
Meinecke & Co. 


PATIENTS’ — 
Faithorn 
Hospital Standard Publishing Co 
Physicians’ Record Co. 


PHARMACEUTICALS 
H. A. Metz Laboratories, Inc. 


PLUMBING FIXTURES 
Chicago Faucet Co. 
Crane Ce. 


RANGES 
Wm. M. Crane Co. 
Albert Pick & Co. 


RECORD SYSTEMS 
Faithorn Co. 
Hosp. Standard Pub. Co. 


REFRIGERATORS 
Brecht Co. 
McCray Les sy gad Co. 
Albert Pick & C 


REFRIGERATOR RACKS 
Brecht Co. 


REFRIGERATING MACHIN'Y 
Automatic Refrigerating Co. 
Brecht Co. 


for 
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America’s Leading Hospitals 
McCray No. 78 Depend Upon the McCray 


Where sanitary standards are naturally the highest, and pure, whole- 
some, palatable food is of the utmost importance the McCray refrig- 
erator gives the greatest satisfaction. It is a notable tribute to its 
service that the McCray is used in both the diet and general kitchen 


McCray No. 1135 sd ee of American hospitals, including many of the largest and 





Its fine exterior is a promise of service—a promise which is fulfilled by 
its performance. The McCray stops loss through spoilage and keeps 
food pure, wholesome and tempting. 
The efficiency and economy of the McCray are the result of 
—care in selecting and seasoning the best ma- 
terials obtainable; 


—our patented system of construction which in- 
sures a constant circulation of cold, dry air 
through every compartment of the refrigerator; 


—skill in manufacture, devotion to every detail, 
and steadfast purpose to make the best re- 
frigerator it is possible to build. 
There are many stock sizes and styles of McCray refrigerators and 
McCray No. 3175 coolers for hospitals and institutions. Besides we build to order equip- 
ment to meet special needs—including laboratory refrigeration equip- 
Poe SSaseeeeeeeeeeeH ment. McCray also builds mortuary coolers for hospitals. 


sun See lg Send the coupon now for further information. We'll gladly suggest 


Please send information on refrigerators specific equipment to meet your needs, without obligation. 
for: 
Hospitals, Institutions, Hotels and Res- 


ae, McCray Refrigerator Co. 


......Grocers and Delicatessen stores 


Sil eat Markets 2367 Lake Street Kendallville, Indiana 


Salesrooms in all Principal Cities 


Se een, eee ee Re ON A ee a ee ee ok hve CO 
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HOSPITAL 


MANAGEMENT 


Buyer’s Guide to Hospital Equipment and Supplies—Cont’d 


RESUSCITATING DEVICES 

Lungmotor Co. 

Mine Safety Appliances Co. 
RUBBER GOODS 

Am. Hospital Supply Co. 

Archer Rubber Co. 

Frank S. Betz Co. 

Meinecke & Co. 

V. Mueller & Co, 

Puritan Mills 

Stanley Supply Co. 

Max Wocher & Son Co. 
RUBBER SHEETING 

Am. Hospital Supply Co. 

\rcher Rubber Co. 

larry L. Kaufmann & Co. 

Lewis Mfg. Co. 

Meinecke & Co. 

Puritan Mills 

Stanley Supply Co. 
SANITARY NAPKINS 


Lewis Mfg. Co. 
Puritan Mills 


SERVICE WAGONS 
Colson Co. 
Drinkwater Co. 
Market Forge Co. 
Toledo Cooker Co. 


SHEETS AND PILLOW CASES 
H. W. Baker Linen Co. 
Mandel Bros. 
Albert Pick & Co. 
Utica Steam & Mohawk Valley 
Cotton Mills 


SIGNAL SYSTEMS 


Chicago Signal Co. 
Holtzer-Cabot Electric Co. 


SILVER BURNISHING MA- 
CHINES 


American Laundry Machinery Co. 


SLICING MACHINES 
Albert Pick & Co. 


SOAPS 
Colgate & Co. 
Fry Bros. Co. 
John Sexton & Co. 
SPRINGS 
Albert Pick & Co. 


SPUTUM CUPS 
Burnitol Mfg. Co. 
Meinecke & Co. 


STEAM SPECIALTIES 


C. A. Dunham Co. 
Healy-Ruff Co. 


STERILIZER CONTROLS 
A. W. Diack 


STERILIZERS 
American Laundry Machinery Co. 
American —a Co. 
Frank S. Betz 
Wilmot Castle ro 


STRETCHERS 


Frank S. Betz Co. 
Mine Safety Appliances Co. 


SURGICAL DRESSINGS 
Cilkloid Co. 
Lewis Mfg. Co. 
Mine Safety Appliances Co. 
SURGICAL INSTRUMENTS 
Am. Surgical Inst. Co. 
Wm. H. Armstrong Co. 
Frank S. Betz Co. 
J a -Semple Co. 
- . Karrer Co. 
rE ay Co. 
ieee kh Co. 
V. Mueller & Co. 
E. H. Sargent & Co. 
Sharp & Smith 
Max Wocher & Son Co. 


SURGICAL SPECIALTIES 
Mine Safety Appliances Co. 
Max Wocher & Son Co 

SUTURES 
Davis & Geck, Inc. 
Meinecke & Co. 

Stanley Supply Co. 

SYRINGES 
Becton, Dickinson & Co. 
Frank S. Betz Co. 
Meinecke & Co. 

Max Wocher & Son Co. 

TALCUM POWDER 
Colgate & Co. 

THERMOMETERS 
Am. Hospital Supply Corp. 
Becton, Dickinson Co. 
Jamison-Semple Co. 
Meinecke & Co. 

Stanley Supply Co. 
Max Wocher & Son Co. 

TIRES 

Lee Tire & Rubber Co. 


TOILET GOODS 
Colgate & Co. 


TOWELS 
H. W. Baker Linen Co. 
Cannon Mills, Inc. 
Mandel Bros. 
Albert Pick & Co. 


UNIFORMS 
Am. Hospital Supply Corp. 
Frank S. Betz Co. 
Henry A. Dix & Sons Co. 
Mandel Bros. 
Albert Pick & Co. 
WASTE DISPOSAL 
Kerner Incinerator Co. 
WATER COOLERS 
Cordley & Hayes 


WATER HEATERS 
Herbert Boiler Co. 


WATERPROOF SHEETING 
Amr. Hosp. Supply Corp. 
Archer Rubber Co. 

E. A. Armstrong Impervo Co. 
Meinecke & Co. 

Stanley Supply Co. 

Max Wocher & Son Co. 

WHEELS 
Colson Co. 


WHEEL CHAIRS 
Frank S. Betz Co. 
Colson Co. 

X-RAY APPARATUS 
Frank S. Betz Co. 
Engeln Electric Co. 
me ag & Co. c 
Stanley Supply Co. 
Victor X-Ray Corp. 








American Felt Co 


American Hospital Supply Corp 


American Journal of Nursing............................ 
American Laundry Machinery Co 

American Sterilizer Co... 
American Standard Mfg. Co....00.......0.--..00000..0000-- 


American Surg. Instrument Co........ 


Archer Rubber Co 
Armstrong, E. A., Impervo Co 


Armstrong Co., Wm. H................. 


Aznoe’s Central Registry...................000:-.0000 
Baker, ct. Wa, patiet CO... pscc 


Bartine, Oliver H 
Becton, Dickinson & Co............. 


Betas Frette 9.0... fc... 


Brecht Co. 


Revd MM, HOR cnn 


Castle, Wilmot, Co...... 


Century Machine Co......................... 


Chicago Faucet Co....... perce 
Chicago Grain Products Co.. 
Chicago Signal Co 


Clark, A. M. Co 
Colgate & Co 


Colonial Hospital Supply 2 
Colt Patent Fire Arms — Co. . 


Crane Co. 


Crane Su, Waa. 3 M.. ee 


ees Washing Machine Co... 


avis & Geck 


Dix, Henry A. & Son Co 
Dougherty, H. D., & Co 
Drinkwater Co. 

Engeln Electric Co.. 
Faithorn Co. 

Ford Co., J. B.. 


Genesee Pure Food Co..................... 
Gummiper ts S52 CO cian sisceeseceesie 


Herbert Boiler Co................. 
Holtzer-Cabot Electric Co... 
Horlick’s Malted Milk Co 


Fe ae atic. eRe enh eal Insert 


icine List of Advertisers 


Hospital Standard Pub. Co... 
Hygienic Fibre Co.................... 
International Nickel Co.. 


Karrer, E. H., Co... 


Kaufman, Miney “ae & Co. BP eh 


Kern, Mary Pisani 
Kerner Incinerator Co............. 


Knox, Charles B., Gelatine Co... Crs 


Lee Tire & Rubber Co......... 
Lewis Mfg. 
Esttelly Co Si5 @& Cok......:.....:. 
McCray Refrigerator Co 
Wraliaedys(E. F 5 Cec .sse sicsccccscses 
Meinecke & Co 


SC Ae ee 2A 


Metz, H. A., SL ahawteneiess Seis. 


Midland Bank Note Co............. 
Mifflin Chemical Corp............. 
Moulding, Thos., Brick Co. 

Mucetler; V., @ Cos..3. 3.00... 


National Marking Machine Co. 


Nickel Fabricating Co........... 
Pacific Mills 

Physicians’ Record Co........ 
Pick, Albert, & Co............. ? 
Puritan Mills 

Putnam’s Sons, G. P.. 
Quaker Oats Co.. 

Read Machinery Co... 


Safety Anaesthesia Amperties ‘Concern. 


Sayers & Scovill Co. 
Sexton, John, & Co........... 


Cag] of) | 20 Se a eo oe 


Stanley Supply Co... 
Stedman Products Co............. 
Toledo Cooker Co.............. 


Trained Nurse and Hospital Review 


Universal Rubber Co 


Utica Steam & Mohawk Valley Cotton Mills... 


Victor X-Ray Corp...................... 


Vitonet Mfg. 

Welch Grape Juice Co... 
Wilmot Castle Co 

Wocher, Max, & Sons Co... 
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Have You a Standard Price 
on Your Private Rooms? 


Most Hospitals have. 
Why? 


Because you realize it would not be fair to 
charge one patient more than another for 
the same room. 


Instinctively you believe in a One-Price Policy. 


And that is why you like to buy from a One- 
Price House. 


‘You know you are not paying more than anyone 
else for the same merchandise, and you are 
fair enough to be willing to pay the same 
price that everyone else pays. 


Integrity in price policies can only come from a 
background of integrity in merchandise, for 


A shifting scale of prices always means a shifty 
scaling of quality. 


The price tag on dependable merchandise does 
not change to make the sale. What it says 
to one it says to all. 


Meinecke & Co.,New York 


The One-Price Hospital Supply House 
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